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2, THOM McAN — SAFETY SHOE DIVISION — 25 w. 43 ST., NEW YORK 18, N. Y. 
® More than S00 stores in over 300 cities 
at buy their shoes from THOM McAN than from ANY OTHER shoe store organization IN AMERICA 
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“I've got a swell boss!” 











He used to kid us gals on the pro- 
duction line for wearing any old 
clothes to work. Said we looked like 
an accident going some place to hap- 
pen. Until somebody's sloppy sleeve 
got caught in a flywheel. A couple 
days later he came down with the 
snazziest Jumperall you ever saw 
and said “Hey, Marge, try this on, 
willya?” It fits me like a dream. It 
has all the pockets I need, just where 
I need them. It has no loose ends 
to catch in machinery ... makes me 
feel safer. And I bet I save over 
$100 on clothes, hose and cleaning 
bills. The label in the collar says 
HATTIE SNOW. And every girl in the 
plant is wearing one...and loves it! 





























7 styles to 
choose from. 
Write for 

photos and 
prices. 
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Water Resistant Cream 


Breck Water Resistant Cream forms a film of protective 
material which is resistant to the action of water and 
water soluble substances - Breck Water Resistant Cream 
has made many friends during the last year with both 
workers and management - This cream is designed to 
help protect the hands of workers who must work with 
their hands in water or must handle damp or wet materials 

Resistant Cream spreads easily and forms a very 
when applied to the hands and arms - It helps in the 
Breck Water Resistant Cream offers one more 


Way to help workers keep their hands in the best possible condition 
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“SAFETY FROM TOP TO BOTTOM” 
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THE RIGHT WAY TO SHOW 
A GOOD SAFETY SHOE 


Start at the bottom. When you hand 
a safety shoe to an employee let him 
first examine that rugged, long-wearing 
Neo-Cord sole. Then explain the safety 
features from there. 

Neo-Cord is more than an extra sales 
argument. It's the wonder sole of the 
industry. Resists oils, acids and, in actual 
industrial tests, maintains slip-proof quali- 
ties under every condition. 


WRITE our industrial division for 
full information. 


GRO-CORD 


RUBBER CO. 
LIMA, OHIO 
Formerly The Lima Cord Sole & Heel Co. 
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n emery wheel broke at high speed, shooting a 
sunk point-blank at operator’s eye. She was following 
gulations and wearing her Eye Savers. And although 
e lens cracked, it stayed in the frame, didn't shatter. 


ote the size of the wheel-chunk. And the object in the 


ung lady’s right-hand is the glass eye she won't have 


INDUSTRIAL SAFETY SERVICE, 
Houston Distributor, reports: 


WATCHEMOKET 


eye 


SAVERS 


°T.M. Reg. 


stopped a chunk of 
emery wheel! 


to wear—thanks to her Eye Savers! Here is further fac- 
tual evidence that Eye Savers can lick most eye-hazards 
in industry. They exceed Federal specifications for im- 
pact resistance .. . they’re lighter, cooler, more com- 
fortable to wear — without sacrifice of safety. Look at 


the photo again. See what we mean by shatterproof? 


IN CHICAGO: 29 E. MADISON STREET, ZONE 2 
IN CANADA: LEVITT SAFETY APPLIANCES CO., TORONTO 12, ONT. 
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Machine-scrubbing calls for cleansers of action! — especially if 
you want to keep down the operating time of your machine. Setol, 
the mineral oil solvent expressly designed to work in scrubbing 
machines used on mill and factory floors, acts instantaneously in 
emulsifying grimy oil and grease, enabling your machine to re- 
move the accumulation in minimum operating time. There are 
six cleaning compounds in the Finnell line, each specially com- 
pounded for machine-scrubbing. In addition to Setol, there’s 
Finola Scouring Powder ... Solar Soap Powder . 
Finnell Rubber Cleaner ... Century Scouring Powder 
. .. Asesco Solvent Cleanser and Water Softener. 
All are compounded in Finnell’s own powder mill. 
For literature or consultation, phone or write nearest 
Finnell branch or Finnell System, Inc., 3510 East 
Street, Elkhart, Indiana. 


WITH EVERY TURN OF THE BRUSHES! 


BRANCHES 
IN All 


FINNELL SYSTEM, 
Pioneers and Specialists in 


FLOOR-MAINTENANCE EQUIPMENT AND 
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peau ION figures fall, the incidence of accidents and illness 
grows—and the White Death, tuberculosis, continues invisible arrow’ 
and unsuspected as a prime cause! Thus, the case history of many 
a plant in which TB has done its deadly work, contagiously passing ~« 
from victim to new victim, stealing energy and effectiveness in its . quent oe 
silent, deadly march! 

It is so unnecessary! TB, the scourge, the invisible killer, can be 
exposed clearly and easily in its early, curable stages—through the 


use of the X-Ray. And, now, by the Powers Method, in use for over | fey 
12 years, it is completely practical and economical to make chest | snes 
x-rays of all workers, right in your own plant! | H 
Skilled Powers technicians make radiographs as fast as subjects wy 
can be brought to the modern high-speed equipment—up to 150 car’ 
per hour. Your own physician is then supplied with the finished Sat i 


x-rays—full size 14” x 17” radiographs of high diagnostic quality. 
You buy nothing but results! 





FOR 

The time to stop TB is before it is fairly started—consult your SUPER 

industrial physician about conducting a Powers survey of your PROTEC 

employees now. = 
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“Tops in comfort...tops in protec- 
tion.” That's what both men and women 
say about Resistoflex smocks. For these 
smocks — like all other Resistoflex Pro- 
tective Clothing — are made with 
compar, the featherweight, transparent 
elastomer that looks and feels good. 

Hard wear and Resistoflex go together, 
too. For compar is tough — stands up 
longer and is impervious to dermatitis- 
causing organic solvents, many other 
chemicals and all gases. Investigate 
Resistoflex Protective Clothing for your 
workers today. They require its safety. 
They'll enjoy its comfort and style. 

* J e 

RESISTOFLEX CLOTHING IS SOLD BY 


DISTRIBUTORS THROUGHOUT THE 
UNITED STATES. 
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RESISTOFLEX 


Trade-Mark Reg in U. 8. & Can. Pat. OF 
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Belleville 9, New Jersey 
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HE compactness and portability of the Self-Contained Unit is 

made possible by the Roto-Clone with its exclusive feature of 
combining the functions of exhauster and dust precipitator in a 
single operation. The Roto-Clone and motor are mounted directly 
upon the dust hopper which also serves as a housing for the air 
filter. Filtering the exhaust air eliminates any need for outside duct 
connections that might limit the mobility of the unit. The dust col- 
lected by the Roto-Clone is deposited in a dust drawer to facilitate 
disposal. Servicing can then consist of install- 
ing an empty dust drawer, and transferring 
the loaded drawer to a central disposal point. 
Send for Bulletin No. 275D. 
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Mr. Safety Director. 


This could 
happen to 


one of your 
employees! 
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TITAN SAFETY SHOE CO., 212 ESSEX ST., BOSTON 11, MASS. 










Rely on AO 


for Head to Foot Protection 
for Your Workers 


AO can provide the proper goggle to protect 
the worker—with maximum comfort— 
on any type of job. The complete line 
also includes helmets, hoods and weld- 
ing glass; safety clothing for welders, 
steel mill and foundry workers- 
jackets, aprons, pants, overalls, 


leggings, spats, gloves and mittens. 


NA NAH 








i 
y 


\ 


oy 
9 


AO also makes « full line of réspitators (for 139 hazards y 
endangering the lungs and gespiratoty system.) 

Phone or write your nearest AO branch office for complete 
information. ; 
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‘An ever present danger is he... 
Wherever the wheels of industry 
turn. . . guard eyes and face against his constant 
threats with Jackson's newly improved eyeshields . . . 


Seattiiht & 


Yes, they are light as a feather; and they fit snugly to any head with an adjustable 
head-strap and leather sweat band. 

A fibre spark deflector protects the forehead. 

Visors may be pushed up and out of the way. They are easily replaced, see drawing 
below. Made of fire-repellant, flexible Plastacele and fuliy bound, they provide wide, 
unhampered vision. 

Visors come in 4 colors: clear, light, medium and dark green, in 3 thicknesses: .020”, 
.030” and .040”, and in three depths: 4, 6 and 8 inches. 

The illustration above shows 6-inch standard depth. 

When ordering please specify your needs. 


Contact your nearest Jackson dealer or write to us. 


JACKSON PRODUCTS 


3265 Wight Street « Detroit 7, Michigan 


fn Canada: C. H. Henze Co., Windsor * Hollup Corporation Limited, Toronto © Levitt Safety 
Appliances Co., Toronto * Paragon Supplies Limited, Vancouver * Flecks Bros. Limited, Vancouver 
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@ Model RRS5SO, one of 
more than 20 Willson Cup Goggles, meets 
Federal specifications for worker eye pro- 
tection in chipping, welding, riveting,sledg- ; 
ing, snagging. ThethickSuper-Toughlenses = 
of heat treated glass have high frontal im- 
pact strength. Reinforced plastic eye cups | 

give side protection. ee 
















@ The adjustable chain ' 
nose bridge permits spacing of the specially # 
shaped eye cups for proper fit. Adjustable # 
headband holds cups snugly against the 
face. No pressure on nose, no high spot | 
pressure on face when properly adjusted. 








Safety 

oe aes guishe 

: who ar 

@ Smooth plastic eye Ranc 

cups with rolled edges are specially shaped to use, 
to left and right eye socket contours so first bu 
they always feel comfortable. Direct or in- quickl) 


direct cup ventilation and lens ventilation 
assure seeing comfort and minimize lens . J 
fogging. . 








For help on eye protection 
problems, consult your 
Willson distributor, or \\ 
write department Oua-9, 


DOUBLE 







PRODUCTS INCORPORATED 
READING, PA., U.S.A. Established 1870. 








HELMETS 












Safety engineers don’t use extin- 


guishers. Actually, it’s the employees 
who are your real fire-fighters. 
Randolph ‘*4”’, lightweight and easy 
to use, is ideal for the amateur. At the 
first burst of flame, just ONE HAND - 
quickly snapsthisunit fromitsbracket. 


FREE! 


Send me your 
new booklet 
. **Sharpshoot- 
ing at Flames.”’ 


HERES AW EXTINGUISHER 
THATS REALLY PAN /C-PROOF!” 








One trigger-touch sends powerful car- 
bon dioxide deep into the blaze—nips 
dangerous flammable liquid and elec- 
tric fires in split-seconds! 

Odorless, non-toxic carbon dioxide 
cannot damage equipment, freeze or 
deteriorate. It leaves no stain or mess. 


SIMPLIFIES 


FIRE-FIGHTING 








Illustrates fire- Name 
fighting with 
carbon dioxide. Address 














Linc E EAST KINZIE STREET 
CHICAGO Ti, ILL., U.S. A. 

































Within the next few months 
Safety Directors will see how 
war-time safety achievements 
register with management. For 
management must now use every 
aid in gearing production to 
meet the needs of the more high- 
ly competitive era ahead. 


Safety Directors must see that 
no opportunity is lost to show 
what specific safety work -has 
meant in lowering production 
costs in the plant. It is informa- 
tion that guides management 
planning. 


Everyone in safety work is anxi- 
ous that safety gains be main- 
tained for the era of better liv- 
ing. But the cause of safety will 
suffer if management is not 
aware of the Safety Director’s 
tremendous influence on effici- 
ency. That is why the makers of 
Hy-Test Safety Shoes( in adver- 
tisements such as at right) re- 


WILL PRODUCTION SWITCH.oye, 
BLOW THE SAFETY FUSE? 


mind management of the great 
safety strides in war-time, and of 
the still greater benefits that can 
come through closer cooperation 
and more frequent counsel with 
the Safety Director. Hy-Test 
hopes these advertisements are 
a material contribution to the 
cause of safety during switch- 
over to peace-time production. 





it's UNCONVENTIONAL 
not to be able to meet our 
friends at the national safety 
gathering this year. But there’s 
no restriction on sending you 
our greetings. And here is 
some of the best news in many 
months: With the war over, 
we are again in position to take 
your orders for Hy-Test Safety 
Shoes. It is now possible to fur- 
nish enough shoes to meet the 
demands for the only Safety 
Shoe with the Anchor-Flange 
Steel Box Toe. 











Ge WY-TEST Sefer Shoes 
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IS YOUR PLANT TO PROFIT FULLY FROM 
ITS WAR-TIME SAFETY EXPERIENCE? 


Some methods set up by your Safety plete safety programs of pre-war years 
Director during war may have struck cannot meet the requirements of mod- 
you at first as mere refinements. But ern production. 


you see these measures now as funda 
mental to sound safety practice. Take 
color, for instance. Once mainly deco 





rative, color now serves many safety FREE 64-PAGE BOOK! 
functions. And this is but one of the Sead for your illustrated copy of Hy 
ideas expanded during war to save Test's Safety Engincer's Digest, “Let's 
lives ... to cut time waste and expense Use Our Heads and Save Our Feet, 
caused by accidents. Through their wricten expressly for = 


wise use the Safety Director became a 


key figure in lowering production nag cpingeipessceen al 





costs and in heightening plant morale. guide Gs quan tees 
In the new era underway, management protection for your 
needs this wider use of the Safety Di- workers. 








rector’s specialized training. Less com- 


HY-TEST Softy Shoes 


MY-TEST DIVISION «© INTERNATIONAL SHOE COMPANY « ST LOUIS, MO 




















The above, or similar advertisements, 
directed to g t, are to app 

in Fortune, Steel, Iron Age, Factory, 
Mill & Factory, Foundry, Purchasing, 
Industrial Relations and Modern Indus- 
try throughout 1945. 





HY-TEST DIVISION « INTERNATIONAL SHOE COMPANY « ST. LOUIS 3, MO. 


WITH CAUTION 


Lessons learned from 
World War | must be heeded— 


and lessons learned in purchasing and using 
the wrong Dust Collectors and Spray Booths in the 


past should also be heeded. 


Consider “"HYDRO-WHIRL" to take care of your 
present and future systems. 

All or part of Complete Finishing Systems con- 
sisting of 'HYDRO-WHIRL" Dust Collectors, Spray 
Booths, Metal Part Washers and Ovens. 


* 
INDUSTRY! "Go ahead with 
Caution” and you'll pick —_ 


oJ 


TE 


PETERS-DALTOR hamid 


17904 RYAN ROAD © DETROIT 12, MICHIGAN 
HYDRO-WHIRL DUST COLLECTORS AND SPRAY BOOTHS— INDUSTRIAL OVENS, WASHERS AND VENTILATING SYSTEMS 
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> New Air-Flow Helmet 
CESCO’s new Air-Flow welding 
helmet provides complete safe 
ty, greater comfort and protec 
tion against fumes. Write for 


@ CEsco’s complete line of head and eye safety Bulletin B 















equipment a/ways benefits users— prevents injuries, 
saves lives, saves dollars and earns profits. 

More than that, Cesco offers exclusive features 
which produce added benefits. 

Check the equipment shown on this page for 
specific examples. And, check with a Cesco man to 4 
find out more about the CEsco line. 









New Acid Hood 

Guards against nitric, sulphuric 
hydrocholoric, acetic, hydrofluoric 
and carbolic acids. Has air-feed 
unit. Write for Bulletin 





No. 94 Respirator 








New Face Shields Seamless Welding Helmets New Cresco Goggles Protects against lead 
Sturdy, protective plastic Seamless CESCO helmets, provide Coverlite Goggle, with re silica and nuisance 
window—replaceable in 15 positive protection for welders placeable safety lenses, ex dusts. Permits easy 
seconds! Extra comfortable, Contour-shaped, easily-adjusted tremely light in weight. Spec breathing.Approved by 
with contour-shaped head headgear. Lift-front style also tacle types available in many Bureau of Mines. Write 
gear. Write for Bulletin F shown. Write for Bulletin E styles. Write for Bulletin C for Bulletin D 





CHICAGO EYE SHIELD COMPANY « 2308 Warren Boulevard * Chicago 12, Illinois 
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e High relative humidity 
helps prevent accumulation 
of static electricity with re- 


sulting dangerous sparking. 
















Armstrong steam humidifiers | —less than one cent per 24 
will maintain relative humid- hour day for every 1,000 cu. 
ity within close limits. Actual ft. of space humidified. hips oh 
installations have proved For complete technical wl er 
their ability to reduce static and price data, write for your 7 —— 
trouble. Operating cost is low copy of Bulletin No. 158. P the a 


ARMSTRONG MACHINE WORKS 
900 Maple Street, Three Rivers, Michigan 
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Im more ways than one Bausch & Lomb Safety Eyewear 
helps to keep workers’ eyes on the job! 
Employees’ eyes are safer behind carefully selected 


) and carefully fitted safety glasses. With comfortable, 


TAOS ES 


ee 





efficient, safe vision these men and women are better 
workers... able to concentrate on the job all day long 

Tough, strong safety lenses to resist blows from 
flying objects and lenses that protect against injurious 
light keep the eye accident toll down . . . prevent the 
lay-offs and lost time that are the extra costs of un- 
protected vision. 

Whatever hazards exist in your plant, whatever the 


BAUSCH 6&6 LOMB 





the 


eyes of each employee can be protected with safety 


visual requirements of the individual worker, 
eyewear... metal spectacle type or molded cup goggle 
... from the complete Bausch & Lomb line. For your 
employees who wear glasses for eyesight correction 
there are B&L prescription-ground safety lenses (single 
vision or bi-focal) professionally prescribed for the 
visual requirements of the job. Write for complete 
information. Bausch & Lomb Optical Co.,745 St. Paul 
St., Rochester 2, N. Y. 


All B&L Safety Lenses now in production will be marked 
with this trademark . . . recognized as the symbol of the 


highest quality in optical products. 
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BAD AIR CALLS 
FOR FAST ACTION...| 


“How dare 


Yes sir, when the atmosphere begins to thicken it’s no time 
to stand on ceremony. Impure air and dust take a toll of 
employees’ health and productive capacity that shows up 
in the cost sheets. A SCHMIEG Centri-Merge installation 
will correct contaminated air conditions in your plant and 
provide safe and fume-free working conditions. Our engineers 
are always available for consultation on the type of equip- 
ment best suited to your particular needs. 


No, 4 of a series 


Schmieg/ 
“eh ste gf, wlistites 


BPLQOUSTTE AT BRUSH -- DETROIT, MICHIGAN 
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It is hardly necessary for the president 
to slip on overalls and wield a mop. 
But in many cases an out-moded, 
dangerous and costly floor maintenance 
procedure needs thorough-going inves- 
tigation. Moreover, this problem merits 
the personal attention of top manage- 
ment officials, You’ll know why after 
you've read our little book. “Mr. Higby 
learned about Floor Safety the Hard 
Way.” 


This little book analyzes the enormous 
“hidden cost” of faulty floor mainte- 
nance methods. . . in terms of high in- 
demnity costs, unnecessary deteriora- 
tion of floors, labor waste, etc. Then it 
goes on to show how correct non-slip 
floor maintenance makes walk-ways 
safe... and at the same time improves 
floor appearance while actually reduc- 
ing maintenance costs, You'll want to 
read this book. Sign and mail the 
coupon for your copy. 





PIN TO YOUR LETTERHEAD 


WALTER G. LEGGE CO., INC. 
11 W. 42nd St., New York (18), N. Y. 


PRAT 
SNS 
wt Vlon-skir 
PAAR RANI 


360 N. Michigan Ave., Chicago 1, Ill. 
Gentlemen: Please send your free book, 
“Mr. Higby learned about Floor Safety the 
Hard Way? 


Attention of__ = as, 


For fast corrective action, dictate a note to us 
staling approximate area and types of flooring 
Describe briefly maintenance methods now em 
ployed and add particulars about any specific 
slip hazards encountered on your premises 





Octoser, 1945 














O38 W ls 


{}02A@d INOA J9A09 03 YBNOUa 10 aid 
wes 10) puss “Buisijisape on ‘Aed 
SIoys Ajajes yey) 

219daNs Aue souIA 

UOD [1M $81103 | 

“S1Y aSe2 sey uuys | 

U2} YM BiNso;d | 

-U@ adojsaua Aeg 





i Nok j.uop Ay “1Ndd0 sway 
-qoid joOjsapun puDd 4004 
J9A0194M PUD UAYM PID 
@AIjDJNOUIND 10} YBiyay oF 
syoo] aiow pud asow juaw 
-afounw papuiw-Ajajos Am 
$,JOY] “UOIJIPUOD 1004 AlaAa 10} ~~~ gol yo adAy Aland 404 


japow sojnry10d D s.asayy *Aaysnpul Oyu! yy Of pasvouBue aD 


saoys Ajajos asayy “y2N] UDYY sow Ways aAIb sybiyay , sao) 
Ayanj,, ways aaih syfiyo] yous suayxsOM adUIAUO) sjuap!D2D 
yans Aop Asaaq “Ainius wow wiy paans aoys Ajyayog yBiyay siy 
Ul XOq 204 jaa{s ajojd JOWUD  WINyI0] B44 jng “seO} sIyY paysoWws 
@ADY yybiu ‘aoys siy yo JayjDa] ayy UI Bjoy D paysnh mojg ay) 
“paysnd jo poaysuy payjnd pun sajna Ajayos paAaqosip ay uaym 
$00} Sseyonuy ysuinfo pawwos pooj “q] O02 GurAs0> y2N1y Asoy>04 


Over a million dollars for com- 
pensation and medical expenses! 
Wage loss to injured workers— 
more than half a million dollars! 
6.700 injuries costing 4,500,000 
hours of production time! Days 
lost per thousand hours of work 
—double the average! Total cost 
of accidents—$5,500,000.00! Do 
Something! Do it to-day! 


HE Division of Labor Standards of 

the U. S. Department of Labor, un- 
der the direction of V. A. Zimmer, 
found the above figures applied to 
just one industry—the fabricated struc- 
tural steel industry—and staggered by 
the seriousness of the situation set up 
plans for a concerted drive on pro- 
duction-delaying accidents in this in- 
dustry. 

“Certainly fabricated _ structural 
steel is no more hazardous than its 
parent industry, iron and steel, and 
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that industry, by dint of well planned, 
persistent safety effort, has brought its 
accident rate down from over 90 to 
less than 10,” said Mr. Zimmer. 

“In calling together representatives 
from industry, labor, and safety groups 
we are attempting to launch fabri- 
cated steel on a safety course which 
will lead to similarly satisfactory re- 
sults. The initial goal is being set at a 
40 per cent reduction in accidents. 
We know this is feasible, at least in a 
majority of plants throughout the 
country.” 


Will Direct Activities 

The Division of Labor Standards 
will direct the activities of its 600 
volunteer safety agents, serving at a 
dollar a year under the war safety 
program, to safety in fabricated struc- 
tural steel. In addition, the Division 
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is preparing a series of printed 
pamphlets, one each for management, 
supervisors, and workers for distribu- 
tion by its safety agents and members. 

Uncle Sam, in the guise of the U. 
S. Department of Labor, Division of 
Labor Standards, is doing a terrific 
job of safety promotion for industry. 
The Paper and Pulp, Woodworking, 
Slaughtering and Meat Packing indus- 
tries have already benefited by this 
modern method of organized safety 
procedure. 


The Plan 


The basis of the plan is a concerted 
drive in each industry organized 
within and co-ordinating the indi- 
vidual plants in the industry. In con- 
junction with the drive, complete, up 
to date information is available giving 
in detail the organizational procedure. 
This material includes a pamphlet 
“Organizing For Safety” and an all 
inclusive booklet “The Control of Ac- 
cidents.” 

The latter booklet states the acci- 
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dent record for the industry, broken 
down into actual accident causes, sug- 
gestions for prevention of specific ac- 
cidents, basic safety rules, and a pro- 
posed outline for permanent safety 
organization. 

Those industries having the great- 
est need for an accident prevention 
program have been placed first on the 
list for attention and every safety en- 
gineer should make it a point to par- 
ticipate in the drive in his industry 
as it is included. 


Safety Posters 


Also included in this program is a 
series of “Do-Don't” illustrated safety 
posters demonstrating six of the most 
common accident causes in the indus- 
try. 

These services are now available 
through the U. S. Department of La- 
bor and if you will write to the edi- 
tor, he will see that you receive full 
information. 


Chemical Hazard Bulletins 


A series of bulletins on controlling 
chemical hazards has just been in- 
augurated of which the first, “Am- 
monia,” is just off the press. Over a 
hundred others will be presented, in- 
cluding chlorine, sulphuric and nitric 
acids, formaldehyde, and the anilines. 

Take advantage of these services. 
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- danger to health is often found 
lurking where none is suspected. 
Equally important—needless anxiety 
may exist about certain plant op- 
erations that are actually safe. This 
misconception may have had its ori- 
gin in malicious rumor, misinforma- 
tion or factors outside of the plant. 
Regardless of its cause, this need- 
less anxiety may hinder production 
as much as disease itself. 

Any true industrial health hazard 
should be properly evaluated and 
corrected so as to prevent loss to 
beth employees and management. Ab- 
senteeism, whether from true or im- 
agined health hazards, can _ be 
lowered through honest study of the 
plant processes and technical im- 
provements in plant environment. 


Tests Determine Seriousness 


Through its Division of Industrial 
Hygiene, the Health Department 
offers medical, nursing and engineer- 
ing consultation services on these mat- 
ters. If the problem involves workroom 


Dusty conditions at a crusher-conveyor 
operation creating a health hazard and 
low visibility, a typical potential accident 
set-up. 
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when Considering | 
Industrial Hygiene Problems? 


First in a Series Outlining Individ- 
ual States’ Approach to Industrial 
Hygiene Problems. 


Missouri State Board of Health, 
Industrial Hygiene Division Pro- 
vides Industrial Plant Surveys to 
Determine Whether or Not Health 
Hazards Exist and Recommends 
Corrective Measures if Necessary. 


By A. LINK KOVEN, M.D., Chief, 


Industrial Hygiene Service 


W. SCOTT JOHNSON, Chief Public 
Health Engineer 
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conditions—atmospheric dusts, fumes, 
or vapors, poor ventilation, inadequate 


lighting, excessive noise, harmful ma- 
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terials or operations etc.—its serious- 
ness can usually be measured by tests 
with instruments, either directly in the 
plant or by subsequent chemical analy- 
sis in the laboratory of the Industrial 
Hygiene Division. 

Some of the problems that are rou- 
tinely handled are measurement of 
lead, silica, asbestos, and other dusts 
in air, benzol, chlorinated hydrocar- 
bons, mercury and other vapors; of 
carbon monoxide and other industrial 
poisons; and determination of toxicity 
of raw materials; measurement of air 
flow in ventilating systems, of hu- 

(Turn to page 52) 
A correctly engineered ventilation system 


has completely eliminated the dust and 
made all machinery plainly visible. 
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By R. F. WYER, Application Engineer, Electric Welding Division 


General Electric Company 


Arc welding PROPERLY used is 
NOT dangerous. Improperly set 
up, or used without normal pre- 
cautionary measures it can be. 
Here are the simple, easy rules to 
follow for safety. 


amen is one peculiarity which dis- 
tinguishes the arc welding operator’s 
job from other occupations. Arc weld- 
ing is the only widely practiced in- 
dustrial occupation in which the 
_ handles a live electric circuit 
all day. Yet, in spite of all the impli- 
cations of that fact, the danger of 
electric shock to the operator is not 
as great as is often supposed. It is 
proposed here to discuss safety factors 
in arc welding from the electrical 
point of view. 
Seme Hazards Common to 
Other Industries 

There are, of course, other view 
points. For example, the arc welding 


operation involves some fire hazards, 
as well as the ordinary mechanical 
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hazards to the workman which are 
common to almost any industrial oc- 
cupation. But these are not peculiar to 
arc welding. 

The presence of fumes and smoke 
is likewise not peculiar to the arc 





UNSAFE PRACTICE—Welding cables 
coiled carelessly, creating a tripping haz- 
ard and using an uninsulated electrode 


holder. 
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UNSAFE PRACTICE—Using 


holder on which the insulation is 


PRACTICE—Droppins or plac- 
rode holder where it can con- 
ing material and cause fire. 
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y belt, holder over shoulder and leavi 
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welding process, and ordinary means 
of dilution and removal are employed. 
The medical aspects of this matter are 
the subject of careful investigations in 
a quantitative way, but they all point 
to adequate ventilation as the prac- 
tical hazard-preventative measure. 


Status of Radiation as Hazard 


Radiation of ultra-violet and infra- 
red wave lengths from the arc are 
sometimes regarded as serious haz- 
ards. They are not, in the sense that 
their effects can easily be prevented 
by commonly used protective helmets 
and clothing. Mystery rays are not 
present, although it is surprising how 
many times the rumor crops up that 
this or that arc welding equipment 
gives off radiations which result in 
sterility or peculiar ailments such as 
might be attributed to X-rays. 

One plant has effectively disposed 
of such rumors by having welding op- 
erators carry in their clothing pieces of 
photographic film for weeks at a time. 
None showed the slightest evidence of 
radiation. 


Eleetrie Shock 

Thus, the hazard of electric shock 
is the one of greatest interest from 
the arc welding point of view. 

We have tried to keep records, and 
make a study of fatalities to welding 
operators from electric shock. It is 
a difficult task, because insurance sta- 
tistics are not broken down quite far 
enough to reveal the needed data, also, 
rumors and newspaper publicity are 
notably inaccurate when dealing with 
deaths in the arc welding field. 

For example, here are two versions, 
from different papers in the same city, 
of the one accident. “Stumbled and 
fell in such a manner that the elec- 
trode on his welding instrument was 
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jammed in his mouth. The charged 
connection sent 550 volts through his 
body, killing him instantly.” And, 
“Fell dead after 440 volts passed 
through his body. His heavy clothing, 
which all workers in the shop are re- 
quired to wear for safety, was soaked 
with perspiration and, as he acciden- 
tally touched a highly charged arc 
10d used by another worker, a short 
circuit was caused and the power 
passed through his body.” As a mat- 
ter of fact, careful measurement im- 
mediately following the accident 
showed a maximum of 76 volts avail- 
able to shock the victim. 


Fatalities Slight 


In a survey made among four manu- 
facturers using arc welding, these fig- 
ures were obtained: There were a 
total of 14,475 industrial workers em- 
ployed by the four manufacturers, 
with a total of 13 fatalities, or one 
death per 1110 workers. Included in 
these totals were 1125 arc welders, 
among whom there was one fatality. 

The district supervising engineer 
of one large insurance company stated 
that, as measured by compensation 
rates, arc welding is only 75 per cent 
as hazardous as gas welding. Yet gas 
welding is not generally considered a 
very hazardous occupation. 

The shock hazards which do exist 
might be classified as to their relation- 
ship to equipment and its layout, 
maintenance, supervision, and opera- 
tor education. 


Alternating Current vs. 
Direct Current 


The use of atomic hydrogen arc 
welding equipment brings up the per- 
petual question as to the relative haz- 

(Continued on page 61) 
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HE value of meetings as means 

of promoting the safety pro- 
gram has been known to large in- 
dustries for a long time. The type, 
scope, and personnel included in 
these meetings may vary with the 
company, plant, or department, but 
the fundamental principle of gath- 
ering on a common ground for the 
purpose of discussing the methods 
and procedure of the safety pro- 
gram remains intact. 

Meetings, to be effective, must 
have a definite purpose and place 
in the program if they are to be of 
value in accomplishing results. The 
haphazard meeting, scheduled on 
the spur of the moment by some 
well meaning member of manage- 
ment, had better be forgotten until 
a well planned meeting can be ar- 
ranged. 

The planned, organized gather- 
ing, however, develops an opportun- 
ity for direct attack on the problem 
at hand by applying the first me- 
chanics of organizational procedure. 


Management Co-operates 


In some plants, these meetings 
are held by management with su- 
pervisory forces from which the ac- 
tual enforcement of the program 
can be radiated. In other plants, 
combination management repre- 
sentative-employee committees, or 


Ocroser, 1945 


NOTICE 


Meeting Todey | 








safety committees, hold or are in- 
cluded in the meetings. In still 
other operations, the responsibility 
for conducting these meetings is 
placed on the supervisor or imme- 
diate foreman. Some companies 
carry the procedure down through 
the various stages from top man- 
agement, through superintendents 
and managers, to foremen and su- 
pervisors who pass the information 
on to their departments at regu- 
larly scheduled intervals. 

One important factor in meeting 
planning is a regular schedule 
which is known to the individuals 
involved and which is followed. It 
may be said that an impromptu 
meeting is better than no meeting 
at all—but if no schedule is set up, 
there probably will be ‘no meeting 
at all,’ 

One large Steel Corporation re- 
quires scheduled safety meetings 
throughout its operations. Although 
the form of schedule may vary to 
fit the type of operation, all sched- 
ules are essentially the same. In 
the following typical schedule, you 
will note that the safety meeting 
is held soon after the inspection 
made by the safety department. 
This enables the safety department 
to bring to attention any condition 
which may have been noted so that 
action may be obtained at the 
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earliest moment. Notice also, that 
besides the day of the week and 
month, the specific time is set for 
the inspection and for the meeting. 

This schedule is made out for 





tins, display cards, or whatever 
may be necessary to drive home 
the thought of the month. The in- 
formation for these meetings is set 
up in a definite pattern which in- 














Schedule for Safety Supervisors 
Department Jan. 
Pree Trees Inspection—Ist & 4th Thursday—10:00 a.m. 4 & 25 
Meeting—Ist Thursday—2:00 p.m. 4 
Furnace Div. ..... Inspection—Ist & 3rd Wednesday— a.m. 3&17 
Meeting—Every Thursday—8:00 a.m. 

BEG Thee 2.25 csces Inspection—Second Wednesday— p.m. 10 

Meeting—Second Wednesday—4:00 p.m. 10 














the entire year and includes every 
department in the operation. 


Schedule 

Here then, we have the first por- 
tion of the meeting set-up, proper, 
inclusive, definite schedule to in- 
sure a means for carrying out the 
necessary business of a complete 
safety program. After the meetings 
have been scheduled, whether they 
be division, plant, or departmental, 
the question of leadership or con- 
duction of the meetings arises. 
This will probably depend on the 
personnel attending the meeting. In 
the case of departmental meeting, 
it should be conducted by the per- 


son in charge—foreman, super- 
visor, or whatever title he may 
have. 


Foremen Supplied 

Another large industrial organi- 
zation with a well planned safety 
program supplies its foremen with 
the necessary material and data for 
the conduct of safety meetings in 
the departments. This material is 
complete, showing the foreman ex- 
actly what to say on the topic of 
the month and includes ‘props’ 
such as safety equipment, bulle- 
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cludes Opening, Transition, Body, 
and Conclusion. By following this 
pattern with the text material fur- 
nished, expressed in the foreman’s 
own words, the foreman is able to 
produce interesting, informative, 
action creating meetings. 

If such scheduling and planning 
of meetings is profitable in large 
industries, it might be well for 
smaller industries to take heed and 
pattern their programs on the same 
line. 

With this thought in mind, Oc- 
CUPATIONAL Hazarps is presenting 
the following safety meeting sug- 
gestions to assist you in carrying on 
productive meetings: 

November—Heating Devices 

December—Ice Hazards 

January—Eye Protection 

February—Safety Clothing 

March—Dust Control 

April—Spring Clean-up 

May—Floors 

June—Hot Weather Hazards 

July—Showers, toilets, etc. 

August—Machine Guards 

September—Braking, Limit Controls 

October—Walkways 

November—Signs 


Don’t fail to look up this feature 
starting with the next issue. 
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OSSIBLE explosive _atmos- 
pheres are recognized as poten- 
tial hazards by those persons who 
use volatile oils and solvents, and 
precautions to prevent fire or ex- 
plosions are generally given first 
consideration. However, it has been 
found that some factors may be dis- 
regarded. 

One case brought to attention, 
involved the use of these materials 
and as a precautionary measure, 
wiring to electrical equipment had 
been run in vapor-proof conduit; 
switches and lights were of the 
vapor-proof type; recently pur- 
chased electric motors were the 
fully enclosed, explosion-proof 
type; motors and machines were 
grounded to dissipate static elec- 
tricity or to prevent sparks in case 
of electrical equipment failure. In 
an adjoining section of the build- 
ing, connected by doors and stair- 
ways, several open type motors 
had not been replaced and were 
still in use. 


Part Protection Inadequate 

Take another similar case. Here 
again, great care had been taken to 
provide explosion-proof motors, 
grounded circuits, and vapor-proof 
lighting fixtures—BUT, the light 
switches were of the ordinary 
pendant type. 

Sparks from old type motors, or 
from open type switches can 
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propagate an explosion just as 
easily as can other open equip- 
ment. Here, then, is an instance 
where it becomes apparent that 
part protection is about equivalent 
to no protection. Under such con- 
ditions, management or the safety 
department can show concrete evi- 
dence that the expenditures have 
been made and the equipment pro- 
vided so as to assure safe working 
conditions for the employees—but, 
this is all sham! Safe conditions 
have NOT been provided when the 
plan has not been carried to com- 
pletion, when every potentiality has 
not been overcome. 





If safety engineers and plant 
management have been satisfied 
with their safety precautions, it 
might pay them to recheck these 
measures to be certain one, just one, 
item has not been overlooked. A 
safe plant is such only when it és 
SAFE in every detail. 


85 








Sa 


— 


ee et es 


is 


Stunt picture used to stimulate interest in the 
plant first aid and medical department. 


“ ARTMENTAL 


UR safety or- 

ganization op- 

erates under the 

safety council and councilman system. 

Because we have representatives in 

each department and at each location 

I believe we obtain better co-opera- 

tion from departments as a whole and 

from the individual employees than 

we would if ours was the over-all di- 
rector plan. 

However, in order to hold down 
accidents we find that we must pound 
twenty-four hours a day and keep it 
up thirty days a month. Any let down 
immediately shows in an increased ac- 
cident rate. 
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By W. G. EDWARDS, Safety Director 
Miami Shipbuilding Corporation, 
Miami, Florida 
The use of picture posters, em: 
ployee written articles, and 
“stunts” to develop safety minded: 
ness gives a basis for a safety 
program run on the departmen'! 

system. Results are excellent. 


Interest Stimulating Plans 
We have tried two plans recently 
which have brought us better than 
average results in stimulating interest 
in accident prevention: First we have 7 
been taking pictures of the results 0! 
accidents and either having them 
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“Don't let this happen to you." This picture 
displayed on the plant bulletin boards had 


immediate effect in reducing the number of 


arm and hand injuries. 


printed on large posters and placed in 
the different units and departments, or 
run with caption notes in our yard 
publication. Some of these pictures 
have been of the gadget or stunt type 
and we find that they are about as 
valuable as the others in calling to 
the attention of the workmen our 
safety campaign. Second we have 
been encouraging workmen to write 
department or unit articles on accident 
prevention. We help to get up these 
articles where help is needed. The big 
idea behind the plan is to have some 


employee in each department write a 
safety article. 

Some of these articles we have pub- 
lished in folders and _ distributed 


among all employees. Special depart- 
ment articles are posted on department 





Besides doing a big job, these midg- 
ets have helped promote the safety 
program through their humorous an- 
tics in departments needing a safety 
“shot in the arm.” 


All cranes and machines using wire 
rope were equipped with pre-formed 
rope, eliminating hand injuries from 
rope handling, 

























bulletin boards. Most of the articles 
have been published in our own pub- 


lication, “Scuttlebutte,” a copy of 
which each employee receives. 


Results from Picture 
Some time ago we took a picture 
of an employee’s arm and hand which 
were bandaged. The caption used 
was: “Don’t let this happen to you,” 
with details as to how the accident 
could have been avoided. We had 
many comments on this picture and 
we have not had a similar accident 

since it was used. 
(Turn to page 54 




















ARC-BAN WELDING GOGGLES 


With Bausch & Lomb Welding Lenses are 
the Last Word in Efficient Design 































t 
t 
V 
&S r 
V 
h 























The first requisite of a welding 
goggle is that it screen out 
dangerous infra-red and ultra- 
violet rays. Our Arc-Ban weld- 
ing goggles— because they 
have Bausch & Lomb welding 
lenses—do that as nearly 
perfectly as possible. 











Ventilation must be provided, 
yet all side light must be ex- 
cluded. Our new welding 
shield does just that. 


In addition our welding gog- 
gles fit comfortably and give 
long and satisfactory service. 


Send for our new catalog 
illustrating our complete line. 








KIMBALL SAFETY PRODUCTS CO. i im 


7314 Wade Park Avenue e Cleveland, Ohio 
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Use COLOR to Reduce 
Compensation Costs 
by 
FABER BIRREN 
Industrial Color Consultant 
(Concluded from Sept. issue.) 


Parry Moon writes: “Investiga- 
tions of the most diverse kind show 
that a human being sees best and 
visual fatigue is reduced to a 
minimum when the entire field of 
view is approximately the same 
luminosity as that to which the 
fovea (center of the eye) is 
adapted.” 

For the worker disturbed by 
brightness and motion on _ the 
boundaries of vision a shield may 
be erected to block out these dis- 
turbances. Paint it a color in ideal 
contrast with the task and another 
seeing problem may be eased. 

A large area, perhaps an end 
wall, painted a cool, appealing 
shade of blue or green will offer an 
opportunity to rest eyes tired by 
long convergence on fine details. 

At all times use color to get 
maximum efficiency from the light- 
ing system and to bring about ideal 
brightness levels. Everything seen 
by a human is colored, thus color 
and light are natural partners in 
effecting perfect seeing conditions. 

Where particular functions are 
to be served with reference to criti- 
cal seeing, the colors to be used are 
limited. In such instances appear- 
ance must be secondary to the more 
vital function of solving a particu- 
lar problem. The factory is no 
place for interior decoration. 


Color Relieves Monotony 
However, in such spaces as cor- 
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Yellow and Orange for 
Danger 

Green for Safety 

Red for Fire Protection 
Equipment 

Blue for Warning 


Is the Basic Scheme of the 
Safety Color Code 





ridors, stairways, wash rooms, rest 
rooms, locker rooms, lunch rooms 
and the like, by all means give your 
employee a visual change of pace 
from his more or less monotonous 
tasks. 

Here color may be employed to 
wield its emotional powers, give 
the worker a psychological “lift” 
and send him back to his task re- 
freshed by a change of surround- 
ings. 

Colors te Use 


Research proves that red and 
blue are the colors most universally 
liked by men and women. To 
please the majority of men paint 
facilities for their use in appeal- 
ing, though masculine, shades of 
blue. Rose will be found most sat- 
isfactory for the rest room and 
wash room facilities of women em- 
ployees. Its soft, warm glow ac- 
tually enhances the human com- 


(Turn to page 66) 
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For workers generally, Lan-O-Kleen, the powdered soap compounded with granular corn | : 
meal which has been impregnated with Lanolin, has an amazing story of success. Wes! © 
recommends that both Sulpho and Lan-O-Kleen be made available to give all your workers i 7 
adequate and proper protection. P 
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In many occupations, chemicals are encountered which 
tend to remove the normal fat of healthy. skin and make 


it more susceptible to dermatitis. Some workers have nat- 






even the mildest soaps. For those who have naturally dry 


skin and for those who must in the course of their work 


dip their hands in solvents, degreasing compounds and 


similar materials, West offers this new special type of ‘ 


hand cleaner. Due to the nature of the product, it has an 


| almost neutral pH. It is specially designed not to defat the 


Ds tormme sel bo) elome CMboet-bollbt-(olablucte Me sucheotmdel-mmott-de(-iameler-lilay 


sulfonated castor and vegetable oils but its cost eom- 


pares favorably with other products of lesser efficiency. 


ranular corn 


Wes! = 
se al ; espana 


6 WEST STREET « LONG ISLAND CITY 1 ¢N. Y. 
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“I USE 
DEGREASING 
COMPOUNDS” 





CLIP TO YOUR BUSINESS LETTERHEAD, PLEASE 
West Disinfecting Company, Dep. 08. 42-1" West Se.,L. LC.1,N.Y 
Please send me a SAMPLE QUANTITY of Sulpho [) Lan-O-Kleen (1) 
with which I will give your daim « practical test. Please include folder 
explaining its use. 











The trend of litigation on workman’s health and accident 


compensation is reflected im these briefs on the latest and 

a most representative cases coming to trial in the intervals Ss 
between issues. Familiarity with this trend is important to 
every industrialist. Clip cases and file for future reference. 





Disability from Disobedience 


AN employee had been holding a 

coal cutter which was being 
struck by another employee, and his 
eye was injured by a flying piece of 
coal. He was barred from recovering 
compensation for his injury by reason 
of the fact that he had wilfully dis- 
obeyed the company’s rule requirin 
workers to wear goggles while engage 
in any work where flying particles 
might injure them. 


The employer was not estopped 
from relying on the rule, which was 
frequently disobeyed without pen- 
alty since the disobedience occurred 
at a time when the foremen were 
absent. Evidence showed that fore- 
amen frequently called the attention 
of the employees to the rule and in- 
sisted upon its observance. 


Carrico vs State Compensation 


Commission W. Va. Sup Ct. of App. 
2-13-45. 


Getting Ready Is Part of Work 


THE employee’s hours of work 

were from 6:00 in the morning 
until the expiration of 8 hours unless 
there was unfinished work, six days 
per week with time and half for over- 


42 





time. There was a rule of the company 
that employees be at the plant thirty 
minutes before working time in ordet 
that the employer could know it hau 
a crew. 

On the morning of the death of the 
employee, he had reported for duty 
about 3:00 in the morning for the 
purpose of ascertaining whether or not 
there was any work for him to do- 
a practice encouraged by his employer. 
Upon learning that there would be no 
work for him until time for his shift 
to go on at 6:00 in the morning, he 
went toward the men’s dressing room 
between 5:30 and 6:00. A fire broke 
out in the plant following an ex- 
plosion, and the employee was trapped 
on the second floor and burned to 
death. 

Question arose as to whether or not 
the accident was compensable not- 
withstanding the fact that the em- 
ne was not paid for the time be- 
ore he commenced working. 


The court concluded that since 
the employer had encouraged an 
early appearance at the place of em- 
ployment, it would be unconscion- 
able to deny a claim where death 
occurred on the premises by a hazard 
occasioned by his employment. 
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Preparation by employee at place of 
employment, to begin work for 
which he is employed, is part of the 
duties of his employment, so that an 
accident occuring during such prep- 
aration is compensable, Claim al- 
lowed. 


Williams vs American Mutual 
Liability Co. et al. Ct. of App. Ga. 
Feb. 8, 1945. 33 S.E. Rep. 2d Series 
p451. 


Eye Strain from Welding Arc Flash 
Judged Compensable 


LAIMANT was employed as a 

truck motor tester which required 
him to work on trucks on assembly 
lines about six feet apart. Other 
workers occasionally did welding 
work on these trucks, sometimes 
screening the work with a heavy cloth 
shield. 





compensation act as to what consti- 
tutes an accident; the sudden expo- 
sure to the intense light of the 
welding arc being a “mishap,” an 
“untoward event,” a “fortuitous hap- 
pening.” The shock to the claimant's 
eye was judged to have caused trauma 
the same as would be caused by a 
more tangible substance striking the 
eye. The proof relates to the objective 
happening by the flash of the welding 
arc, and not to the subjective feeling 
or symptoms caused by the flash. 
Claim allowed. 


Barkus vs. Thornton-Fuller Co., et 
al., Supreme Court, Pennsylvania, 
April 26, 1945. 


Fall on Sidewalk in Army Camp 
Subject to Exception of Rule 
RS. ETTA M. SILENCE was 
ployed as a civilian cook at 





Claimant, who had no useful vision 
in his right eye, was working on the 
night shift and was in the cab of one 
of the trucks when someone called his 
name. He looked out of the window 
and “got a flash from the welder” 
which was being operated about three 
feet away. The light from the un- 
shielded arc caused his normal left 
eye to smart and he was taken home 
as he was no longer able to work. 

The case conforms to all require- 
ments under the definition of the 


Octoser, 1945 





Service Club No. 1 at Camp Chaffee, 
Arkansas. Her hours of employment 
were from 7:30 a.m. to 4:00 p.m. and 
she was responsible for her own trans- 
portation to and from her place of 
work. 

As she was walking on the side- 
walk toward the entrance of the Serv- 
ice Club building, Mrs. Silence 
slipped on some ice and fell to the 
walk, 

Under the military rule involving 
each organization within the camp, 
each was required to police its own 
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The trend of litigation on workman's health and accident 
compensation is reflected im these briefs on the latest and 

ve most representative cases coming to trial in the intervals aed 
between issues. Familiarity with this trend is important to 
every industrialist. Clip cases and file for future reference. 





Disability from Disobedience 


AN employee had been holding a 

coal cutter which was being 
struck by another employee, and his 
eye was injured by a flying piece of 
coal. He was barred from recovering 
compensation for his injury by reason 
of the fact that he had wilfully dis- 
obeyed the company’s rule requirin 
workers to wear goggles while engag 
in any work where flying particles 
might injure them. 


The employer was not estopped 
from relying on the rule, which was 
frequently disobeyed without pen- 
alty since the disobedience occurred 
at a time when the foremen were 
absent. Evidence showed that fore- 
amen frequently called the attention 
of the employees to the rule and in- 
sisted upon its observance. 


Carrico vs State Compensation 
Commission W. Va. Sup Ct. of App. 
2-13-45. 


Getting Ready Is Part of Work 


THE employee’s hours of work 

were from 6:00 in the morning 
until the expiration of 8 hours unless 
there was unfinished work, six days 
per week with time and half for over- 
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time. There was a rule of the compan. 
that employees be at the plant thirty 
minutes before working time in orde: 
that the employer oll know it hau 
a crew. 

On the morning of the death of the 
employee, he had reported for duty 
about 3:00 in the morning for the 
purpose of ascertaining whether or not 
there was any work for him to do- 
a practice encouraged by his employer. 
Upon learning that there would be no 
work for him until time for his shift 
to go on at 6:00 in the morning, he 
went toward the men’s dressing room 
between 5:30 and 6:00. A fire broke 
out in the plant following an ex- 
plosion, and the employee was trapped 
on the second floor and burned to 
death. 

Question arose as to whether or not 
the accident was compensable not- 
withstanding the fact that the em- 
— was not paid for the time be- 
ore he commenced working. 


The court concluded that since 
the employer had encouraged an 
early appearance at the place of em- 
ployment, it would be unconscion- 
able to deny a claim where death 
occurred on the premises by a hazard 
occasioned by his employment. 





OccuPATIONAL HAZARDS 

















act 
ari 
lov 


Liz 
Fel 


(- 
. 


Ey 
Jus 


hin 
line 
wo! 
wo! 
sere 
shie 














































* 


npaiy 
this ty 
orde 
it hau 


of the 
- duty 
wr the 
or not 
» do- 
loyer. 
be no 
s shift 
ag, he 
- room 
broke 
n ex- 
apped 
as 


or not 
> not- 
e em- 
ne be- 


since 
ed an 
of em- 
iscion- 

death 
hazard 
yment. 


AZARDS 








ih sl 











Preparation by employee at place of 
employment, to begin work for 
which he is employed, is part of the 
duties of his employment, so that an 
accident occuring during such prep- 
aration is compensable, Claim al- 
lowed. 


Williams vs American Mutual 
Liability Co. et al. Ct. of App. Ga. 
Feb. 8, 1945. 33 S.E. Rep. 2d Series 
p45i. 


Eye Strain from Welding Arc Flash 
Judged Compensable 
LAIMANT was employed as a 
truck motor tester which required 
him to work on trucks on assembly 


lines about six feet apart. Other 
workers occasionally did welding 
work on these trucks, sometimes 


screening the work with a heavy cloth 
shield. 


Claimant, who had no useful vision 
in his right eye, was working on the 
night shift and was in the cab of one 
of the trucks when someone called his 
name. He looked out of the window 
and “got a flash from the welder” 
which was being operated about three 
feet away. The light from the un- 
shielded arc caused his normal left 
eye to smart and he was taken home 
as he was no longer able to work. 

The case conforms to all require- 
ments under the definition of the 


October, 1945 








compensation act as to what consti- 
tutes an accident; the sudden expo- 
sure to the intense light of the 
welding arc being a “mishap,” an 
“untoward event,” a “fortuitous hap- 
pening.” The shock to the claimant's 
eye was judged to have caused trauma 
the same as would be caused by a 
more tangible substance striking the 
eye. The proof relates to the objective 
happening by the flash of the welding 
arc, and not to the subjective feeling 
or symptoms caused by the flash. 
Claim allowed. 


Barkus vs. Thornton-Fuller Co., et © 
al., Supreme Court, Pennsylvania, 
April 26, 1945. 


Fall on Sidewalk in Army Camp 
Subject to Exception of Rule 
i RS. ETTA M. SILENCE was 


ployed as a civilian cook at 





Service Club No. 1 at Camp Chaffee, 
Arkansas. Her hours of employment 
were from 7:30 a.m. to 4:00 p.m. and 
she was responsible for her own trans- 
portation to and from her place of 
work. 

As she was walking on the side- 
walk toward the entrance of the Serv- 
ice Club building, Mrs. Silence 
slipped on some ice and fell to the 
walk, 

Under the military rule involving 
each organization within the camp, 
each was required to police its own 
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PROTECT THEM! 


Athea Lotion is not just another hand 
cream or lotion. It is DIFFERENT 
and EFFECTIVE. Nothing mysteri- 
ous or harmful in Athea — just edible 
olive oil, lanolin, petrolatum and a me- 
chanical protective barrier —all highly 
emulsified with distilled water. 

Athea needs to be tried—arrange for 
a liberal sample now, just write to our 
laboratory on your letterhead — we'll 
give you complete proof and you may try 
Athea right in your plant. Write today. 
ATHEA Research and Processing LABORATORY 
344 North Water Street Milwaukee 2, Wis. 


Al HEA Protective 


LANOLIN 
HAND LOTION 
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area walks, either by the use of its 
civilian employees or by the use of the 
prisoner of war detail. On the day of 
the accident, the director of the Serv- 
ice Club personally directed the clean- 
ing of the sidewalk, using for this 
purpose two of her own porters who 
removed a coat of ice at or near the 
place where the decedent fell. 

The question to determine was 
whether the accident arose within the 
confines of the employers premises, 
this accident having eel upon a 
public street. Although the general 
rule is that a master is not liable for 
injuries sustained by an employee 


this case comes within the exception 
to the rule by reason of the fact that 
the accident occurred within the con- 
fines of an army post and access there- 
to was subject to the regulations im- 
posed by the camp authorities, one of 
which denied admission to the public 
before 6:00 a.M., and another which 
provided that each organization with- 





in the camp was required to police 
| its own area. 

Compensable. 
Bales vs. Service Club No. 1, Camp 
Chaffee, Supreme Court of Arkansas, 
May 7, 1945. 








| HOLLYWOOD TURBANS 


|| THE PERFECT HAIR PROTECTION 


Style and comfort 
wins the instant 
favor of women 
workers. Adijust- 
able to fit any 
head. Variety of 
colors. Washable. 
Thousands in use. 
Assures complete 
safety. Illustrated 
folder on request. 


Hollywood Turban 
Products Co. 


ept. OH 
319 W. Van Buren 
St., Chicago 7, Ill. 




















OccuUPATIONAL HAZARDS 











while merely going to or from work, 


eewions 


Bak” saws 


mee 





. 
5 





tak 


whi 
me! 
tive 
hav 
his 

The 
Ind 
Jan. 





fraennae 








> of its 
e of the 
, day of 
1e Serv- 
e clean- 
for this 
ers who 
vear the 


ne was 
thin the 
remises, 
upon a 

eneral 
able for 
mployee 
m work, 
xception 
fact that 
the con- 
ss there- 
ions im- 
3, one of 
e public 
r which 
on with- 
o police 


1, Camp 
Arkansas, 


ANS 











ae 


Injured After Work 

A SEAMSTRESS was injured while 
*™ walking down the steps of the 
premises where she was employed. 
She had been excused from work for | 
three hours because the machine on 


her line had broken and had to be 


repaired. 

She was not doing anything in 
furtherance of her employer’s busi- 
ness, at the time of her injury, and 
consequently the accident causing 
the injury did not arise out of or in 
the course of employment. Claim 
disallowed. 


Gay vs. Aetna Casualty & Surety Co., 
Ga. Ct. of App. February 17, 1945. 


Responsible For Traveling Man 

A traveling salesman’s itinerary, by 
the very nature of his work, is irregu- 
lar, and there can be no set schedule 
for the time and place at which he 
takes his meals or stays overnight. 
Thornton died from a fractured skull 
when he slipped and fell on the pave- 


ment prior to calling upon two prospec- | 


tive customers. The death was held to 
have arisen out of and in the course of 


his employment. 


Thornton vs. Hartford Accident and 
Indemnity Company. Georgia Sup. Ct. 
Jan. 8, 1945. 


IPCO 


NITROMETER 
MASKS 














For the ro trades and occupations re- 
quiring protection to the eyes and face. 
Plastic front; light in weight; comfort- 
| — ig ade In seven styles; No. 2H Illus- 
Write for new bulletin H-105 
INDUSTRIAL PRODUCTS CO. 
Safety Equipment 
2822 N. 4th St., Philadelphia 








Why take 
"CHANCES? 








4 t | 


- and don't take chances with your 
lens either! Do as thousands do, pro- 
tect yourself with . . . 


DUPOR RESPIRATOR No. 24 


U. S. Bureau of Mines approved for Type 
"A" Dusts. Has 24 sq. in. filtration area. 
Provides ample protection against silicosis 
and pneumoconiosis producing dusts. 
Sample sent $2.50 postpaid. 





H. S. COVER 


107 Chippewa St., Soeth Bend, Ind. 
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“Bunk House” Rule Not Applicable 


AMES DOLLARHIDE was em- 
ployed as a ranch-hand by Elmore 
Peterson. Dollarhide worked at a 
ranch known as Home Place and 
lived at another ranch, Travers, with 





his family, several miles away. 

After finishing his work at Home 
Place, Dollarhide drove in his own 
car towards the Travers ranch, in- 





tending to return home and take his 
wife to town for the purpose of mak- 
ing personal purchases. Although sev- 
eral routes were available, the em- 
ployee drove the most direct route 
and was killed in a collision at a 
dangerous crossing. 

The facts of the case show that the 
employer furnished a house, the Trav- 
ers ranch, for the employee which he 
considered to be part of the wages; 
that while the employer preferred 
that the employee live in the house 
furnished, it was not required; that 
the employer paid no part of the ex- 
penses or upkeep of the employee’s 
car. 

The claimant contends that under 
the exception to the “going and com- 
ing” rule, known as the “Bunk House” 
rule, that an employee required to 
live or board on the premises of his 
employer either by terms of contract 
of employment or by necessity of the 
work, an injury received while on 


“ Proven 
WATER COOLERS 


When you need woter coolers remember 
Cordley... Navy and Maritime Commission 
uses thousands. Write for dato. 


CORDLEY &@ HAYES 


434 FOURTH AVE., NEW YORK 16, N. Y. 





Specialists on Water Cooling Equipment for 56 Years 
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the premises may be compensable, al- 
though the employee is not at work 
at the time of injury. 

The Court concludes that the cir- 
cumstances of the case did not war- 
rant the application of the “Bunk 
House” rule, contending that the use 
of the automobile has become almost 
universal, and from the evidence in 
the case, the decedent was intending 
to drive to town for personal reasons. 
There was no evidence that decedent 
was required to live at the premises 
of his employer; and the accident 
having taken place not on the prem- 
ises of the employer but on a public 
highway, and after his day’s work had 
been completed, did not warrant an 
award. Claim denied. 


Truck Insurance Exchange vs. In- 


: dustrial Accident Commission et al. 


2nd District Court of Appeals, Cali- 
fornia, July 2, 1945. 


; Choice of Living Place Influences 


: Decision 


employees. The plant was located 
about one and one half miles from 
the town of Fellows. 


After the employee had finished his 





“4 #cramps. 


house, seated himself on the porc 





Workers Need Salt 


Replace it this Easy Way for 
Less than lec a mon per week 





The loss of salt through sweat 
causes Heat-Fag, lassitude, inalert- 
ness. Water without salt, in hot, 
sweaty conditions, causes heat 
The easy, simple way to 
supply salt is Morton’s Salt Tablets 
at every drinking fountain. Write 
for folder and prices. 


MORTON SALT CO., Chicago 4, Ill. 
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THE employer conducted a room- | 
ing house at the plant for the | 


‘GLOVES 
APRONS 


in a HURRY? 


Complete Stocks— 
Immediate Delivery 





| WRITE FOR 
‘CATALOG 


day’s work, he went to the gare. | of COMPLETE LINE | 


BOOTS 


Also Rubber Clothing, Sleeves, Respira- 
tors, Finger Guards, Welder's Equip- 
ment, 
Watchemoket Eye Savers, etc. 


¢ 
| 2) am ilanail 


Dept. OC, 329 S. Wood St. 
Chicago 12, Illinois 


National 
Safety 
Council 
























ASBESTOS 


GLOVES-MITTENS 


Lined or Unlined— 
Plain or Reinforced 
with leather or As- 
bestos. All sizes in 
stock, 








Neoprene Impreg- 
nated Canvas Gloves 
—Knit Wrist and 
all Gauntlet lengths 
in stock, 








Neoprene, Rubber, Asbestos; 
wrist length, medium and el- 
bow gauntlets. 


Rubber, Neoprene, Asbestos; 
men's and women's sizes. 


Work shoes, knee boots, hip 
boots, storm rubbers. No ra- 
tion certificate required. 


Face Shields, Acid Containers, 
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BARRIER SKIN PROTECTION 


Fend Creams and Lotions 
create a protective barrier 
y on the skin surface, resisting 

penetration of irritant sub- 
stances. Bland, emo'lient and neutral, 
Fend products are quickly applied, rub- 
in easily, do not interfere with normal 
action of skin glands, are readily removed 
at work’s end with mild soap and warm 
water. May we send you a copy of the 


detailed Fend Brochure? 


MINE SAFETY APPLIANCES CO. 


Braddock, Thomas and Meade Sts 


Pittsburgh 8, Pa 





| railing, and was injured when the 
| railing broke. 





DUPOR 











The employee claimed there was 
“no other place to stay at, only the 
Associated Oil Company’s place. It 
isn’t a matter of choice. Unless you 
want to walk a matter of one and 
one half miles in the hot sun of 115 
or 120 degrees, you got to stay there.” 

The Court ‘Died an award con- 
tending that the employee was not 





injured when at work and was not 
required to live on the premises, he 
having the choice of going to the 
town of Fellows, but preferring quar- 


MINIATURE RESPIRATOR 


Fits different shaped noses. 9 sq. 
inch filtration area. Weighs less 
than 1 oz, Comfortable, 


The DUPOR may be worn with 
goggles or glasses. Does not ob- 
scure the vision. Enables wearer 

and smoke 





to eat, sleep, talk 
naturally. It’s the biggest value in a little respirator 
on the market today. Affords protection at all times. 


Sample, postpaid 


PRICE 12% DOZEN for $1.00 


GENERAL SCIENTIFIC EQUIPMENT CO. 


1346-8 W. Somerset St., Philadelphia 32, Pa. 
COMPLETE SAFETY EQUIPMENT 
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ters provided for his convenience by 
his employer. 

The Court said that the test is 
whether or not the workman is given 
a choice in the matter and is as free 
as possible to come and go as he 
pleases. 

Associated Oil Co. vs. Industrial 
Accident Commission, California. 


Disabled Veteran Injured in 
Industry—Now What? 
COMPENSATION problem of 
grave interest and vital concern 
to every industry employing return- 
ing war veterans has been brought 
to attention resulting in constructive 
legislation in New York State. The 
problem involved the extent to which 
insurance rates will be affected and 
Court decisions influenced in cases in 
which injuries to re-employed or 
newly employed war veterans result 
from relapses due to injuries or dis- 
eases contracted in the services. 

To overcome any prejudices and 
encourage the employment of disabled 
veterans and other disabled persons, 
the legislature of the State of New 
York enacted an amendment to the 
Workmen’s Compensation Law on 
April 19, 1945, as reported in Chap- 
ter 872 of ‘its 1945 session laws, creat- 
ing a special disability fund in rela- 





tion to such employment. 

Through the operation of this fund, 
the rates of the employer are not 
increased, and in the case of an in- 
jury resulting in total permanent dis- 
ability but which would have been 
a partial permanent disability had it 
not been for the previous disability 
of the injured person, the amount of 
compensation allowed for partial - 
manent disability would be taken 
from the general compensation fund 
and the balance from the special dis- 
ability fund. 

It ensues that employers’ are not 
unjustly handicapped and previously 
disabled persons will be recipients of 
the full amount of compensation to 
which they are entitled. 

Without such provisory legislation 
employers may be liable to an un- 
warranted extent, and disabled vet- 
erans, and other disabled persons, 
could be deprived of benefits within 
their rights. 


Legislation Will Aid 
Employer and Employee 

Your active interest in promoting 
legislation in your state to meet the 
inevitable complications expected are 
in order now for protection of the 
veterans and guarding the rights of 
the employers. 





In position for indoor use use 








for outdoor 





SAFETY LADDER 
SHOES 


that fit any standard lad- 
der rails. 
Shoe of £16 and side plates 
of £13 gauge steel. Suction 
grip treads renewable. Lock 
nuts and spring washers insure 
proper adjustment. Easy to 
install. 
“Listed by Underwriters’ 
Laboratories Inc.’ 
WRITE FOR_BULLETIN 
NO, 4 TODAY 


DAYTON SAFETY LADDER CO. 


2337 Gilbert Ave. 
Cincinnati 6, Ohio 
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SAFETY=- 


(Reg. Trade Mark) 


i= | 


SAFETY BOX 
TYPE HOLDER 


A practical, safe univer- 
sal holder ideally adaptable 
to operations previously 
using hand or sledge hold- 
ers. Available for working 
ROUND or SQUARE 
pieces, either hot or cold. 

Holder of one-piece 
SAFETY steel that will 
neither spall nor mushroom. 
Reinforced outer box prevents flying scale or chips. Special sheperd hook 
locks free riding Steel Type Holder inside box. Made for numerous sizes 
and number of characters. 


| THERE’S A SAFETY STEEL STAMP FOR ANY STAMPING 
| 








SURFACE—ROUND, FLAT OR CIRCULAR. 





SAFETY WEDGE GRIP 
HAND HOLDER 


A successful type holder proving quickly 
adaptable in stamping airplane parts, bars and 
other serial numbering operations. 


25% lighter but 50% stronger than ordinary 
holders. Special SAFETY STEEL construction 
resists spalling and mushrooming—no rivets, 
no welding. Patented Safety Snap locks in steel 
type, yet affords quick change of inserts. Avail- 
able for a number of pieces, and numerous 
characters. 


e THERE'S A SAFETY STEEL STAMP FOR ANY 
le OR waco |) 
«, SAFETY STEEL STAMPS = - 


91 E. CARSON ST. PITTSBURGH, PA. 





| STA 
| WR 
| 
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MARKING TOOLS 


SAFETY Heavy Bevel 
LETTERS AND FIGURES 


“Old Standbys” for all types of mark- 
ing. Constructed of special Safety Steel 



















for hard continuous use—will not spall, 





will not mushroom. Heavy Bevel Letters 


and Figures give deep, clear impressions 


eer = UR TS ae 


and outstanding service. Available in any size character from 
1/32” up. 


wi 





SAFETY Wedge Grip 
if LETTERS AND FIGURES 


For tough stamping jobs such as 





in tubes, boilers, castings, etc., giv- 
; ing a deeper impression with less 
exertion on part of operator. Will 
not spall, will not mushroom. 25% to 50% more service. Any 


size character from 1/16” to 1” available. 





t 
| STAMPING SURFACE—ROUND, FLAT OR CIRCULAR 
| | WRITE FOR NEW 


| DESCRIPTIVE 4" TONNINGHAM CO. 
. | a ‘Ss SAFETY STEEL STAMPS 


91 E. CARSON ST. PITTSBURGH, PA. 


ANY 








Ocroser, 1945 











ut 

TATION CASES C 

ies Tol LESS THAN Th 
within 60 60 day 


54 DERMATITIS CASES 





KOLAR PROTECTIVE TEAM 


... Safeguard against Dermatitis 


The use of Kolar protective methods in numerous 
plants throughout the country has proved effec- 
tive, bringing about a reduction of dermatitis in 
all trials and in some instances achieving total 
elimination of new cases. 


The Kolar Protective Team consists of ELEVEN- 
THIRTY-TWO Cream and FOAMING OIL Skin 
Cleanser. The cream is an emollient lanolin com- 
pound which is applied to all exposed skin sur- 
face before starting to work to form a tough film, 
resistant to almost all types of industrial irri- 
tants. The Foaming Oil Cleanser is a mild sul- 
phonated vegetable oil with detergents which is 
used to remove the protective cream and accu- 
mulated grime—at lunch time and at the end of 
the day—without scouring the skin or drying out 
the natural oils. 


ASK ABOUT OUR NO COST TRIAL 
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Missouri's Approach to 
Industrial Hygiene 
Problems 
(Continued from page 29) 
midity and temperature, layout of new 
hoods, ducts and fans; and surveys of 

illumination. 


Problems May Be New 
To Management 

The solution to these problems may 
lie in better ventilation, plant sanita- 
tion, individual protection—through 
respirators, gloves, creams or othe: 
means—or in an improved plant medi- 
cal program. These are specialties 
which hitherto management of a given 
plant may never have had to explore. 

The plant engineer may never have 
had to design an exhaust hood; the 
plant nurse may never have been 
faced with doing something about der- 
matitis, the personnel director may 
never have been entangled in absen- 
teeism reduction. 


No Charge For Services 

The medical, nursing and engineer- 
ing services of the Industrial Hygiene 
Division of the Health Department 
may be had without charge by man- 
agement, plant health and safety com- 
mittees, labor management commit- 
tees, other agencies, and all individu- 


als concerned with the problem of in- 


dustrial health. The personnel of the 
Industrial Hygiene Division is ready 
upon request to visit your plant, meas- 


| ure your problem and evaluate it with 


you and recommend ways of solving 
it—based on the best current industrial 
practice. 


Check Chart 
The following chart shows health 
hazards by operations: 
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Common Hazardous 
Process 


Acid Dipping (Pickling) ... 
PE hove ccsscsnwasa 
Annealing 
Anodizing 
Babbitting 
Baking and drying (or coat- 

ing) 


eevee rr eee er eeee 


| Bleaching 
Casting brass 


SOOO EH COC ECOHHEDE 


Casting cadmium 
| Casting & dipping lead .... 


| Casting magnesium 


| Casting cleaning 
Chromium plating 
Core making 


} Decarbonizing 
Degreasing 











{ Drossing .. 
Dyeing 


Dente PN ns. ieee 
} Copper plating 
g Nickel plating ............ 
Enameling (vitreous) 
cceigy ae DEST TET Te 


Grinding, buffing and polish- 


in 
mae A A ee re 
Impregnation of fabrics .... 


Metal cleaning (see degreas- 
PANGS cg vadoiee woes: 
Painting or coating (Hand 
application, dipping, roller, 
spraying) 
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Materials Used in Modern Industry 


Hazardous Materials 
Hydrogen fluoride, oxides of nitrogen, hydro- 
chloric acid, sulfuric acid 
Sulfuric acid 
Carbon monoxide, high temperatures 
Chromic acid mist, sodium dichromate 
Lead, lead oxide fumes 


Benzol, carbon tetrachloride, methanol, naph- 
tha, turpentine, toluol, xylol, esters and 
alcohols, carbon monoxide 

Alkali, chlorine, sulfur dioxide 

Lead oxides, zinc oxide, carbon monoxide, 
heat 

Cadmium 

Lead and its oxides, carbon monoxide, hydro- 
chloric acid, heat 

Fluoride fumes, hydrogen fluoride, sulfur di- 
oxide, magnesium oxide 

Free silica 


. Chromic acid mist 


Acrolein, carbon monoxide, carbon tetrachlo- 
ride, free silica 

Creosote oil, ethylene dichloride, kerosene 

Benzol, carbon tetrachloride, dichlorethylene, 
ethylene dichloride, _tetrachlorethylene, 
toluol, trichlorethylene, xylol 

Lead fumes, zinc fumes 

Aniline derivatives, chromium, hydrogen sul- 
phide, oxides of nitrogen, acids, alkalies 

Ammonia 

Cyanides 

Formaldehyde, nickel salts 

Free silica, lead 

Acid mist, zinc oxide 


Free silica. iead 

Carbon monoxide, lead, cyanides, barium, heat 

Benzol, carbon tetrachloride, formaldehyde 
methanol, naphtha, propylene dichloride, 
toluol, xylol 

Sodium hydroxide, trisodium phosphate, 
sodium metasilicate and other alkalies, 
sodium bisulphate, phosphoric acid 

Benzol, naphtha, toluol, turpentine, xylol, 
mercury, lead, free silica 
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Rubber cementing 


Benzol, 


carbon tetrachloride, ethylene di 


chloride, toluol, xylol 


Shakeout & sand conditioning 
Soldering 
Tempering 


Thaning (OGM) «kc ciccesss 
Welding, Brazing and metal 
cutting 


nese 


Free silica, metal fumes 
Lead, fluorides, acid fluxes 
Acrolein, carbon monoxide, lead, heat 


Lead, mercury 


Cadmium, chromium, chlorides, lead, manga- 


radiation (ultra-violet & infra-red 


oxides of nitrogen, silica, zinc 


Wiring and wire impregna- 
tion 


Tae eee eee e yas ee 


Chlorinated diphenyls and naphthalene 





Departmental System for Safety 
(Continued from page 37) 


Preformed Cable Provided 


We had a number of accidents in 
“The Yard” from handling worn non- 
preformed cable. A couple of years 
ago we had considerable of this type 
wire rope on hand and felt we should 
use it. A picture showing how the 
barbs stuck out as natural snags on 
the worn non-preformed cable was 
posted in every department where 
rope was being handled. We added 
the caption: “In handling non-pre- 
formed rope always wear leather 
gloves.” Curiously this brought two 
results: Accidents from hand snags 
dropped off and the management re- 
placed the non-preformed cable with 
the preformed type which has elim- 
inated such accidents because the pre- 
formed will not flare out when broken 
and there is no chance for a hand in- 
jury. 

Welding Department Reduces 
Eye Accidents 

In the welding department for an 
early month this year we had a record 
high of eye accidents—approximately 
ninety accidents. It was a record for 
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shame. We got one of the most popu- 
lar men in the department to tell the 
story of these accidents and ask the 
men to give better co-operation. The 
article was run in our publication and 
the next month the welding depart- 
ment had a new record but it was on 
the other side of the book. Not all of 
this reduction in reported accidents 
could be charged to one article of 
course because the Safety Council got 
busy and all of us pitched in to see 
that goggles and helmets were not 
only on hand for every employee but 
that they were used. 

We've learned here at the Shipyard 
that there is no cure-all for cutting 
down accidents. We try everything 
and keep trying around the clock. 


Safety Stunts 


I have never been particularly 
strong for safety “stunts” and gadget 
safety promotion deals but we have 
been having unusually good luck 


lately with just that type of publicity. 
We have two midgets in our organiza- 
tion. They are natural clowns. We 
have been having them go around to 
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To keep your available equipment files up to date, check those subjects 
which you are interested in, send the page to us, or advise the specific 





numbers and we will see that you are supplied with the latest data. 
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242. 


243. 


244. 


245. 


246. 


248. 


SELF-ADHERING BANDAGE, Full par- 
ticulars on their oil resistant, self- 
adhering gauze bandage may be ob- 
tained from the American Bandage 
Corp. 

HUMIDIFIERS. Bulletin No. 158 from 
the Armstrong Machine Works gives 
full data, charts, drawings, photos of 
unit humidifiers in use. 

HAND LOTION. A liberal sample of 
protective hand lotion is offered by 
Athea Laboratory. 

Showers—A handy washroom survey 
sheet and illustrated catalog 4308 
will help your analysis of washroom 
needs, Bradley Washfountain Co. 
GOGGLES. The CESCO eatalog de- 
seribes styles of goggles and other eye 
protection available from the Chicago 
Eye Shield Company, 

AIR PURIFIER. Equipment for puri- 
fying contaminated air for recireu- 
lation is described in information 
from W. B, Connor Engineering Cor- 
poration, 

PAPER CONTAINERS. The Dixie 
Cup Company will give you the latest 
information on the use of paper cups, 
plates, and containers for in-plant 
feeding. 

HANDCREAM—Write for Booklet D- 
16 for data on Prevento hand creams 
by the C. B. Dolge Company. 
INDUSTRIAL GLOVES—A catalog de- 
scribing their complete line of gloves 
for handling rough materials. Indus- 
trial Gloves Company. 

DUST CONTROL—Dust collecting, fan, 
blower, cooling system booklets are 
available from the Kirk and Blum 
Mfg. Company. 

FLOOR MAINTENANCE—*“Mr. Higby 
Learned About Floor Safety the Hard 


249. 


- CLEANING 


- SAFETY 


- SAFETY SHOE PLAN—The 


4. METAL SAFETY HAT—Light 


Way,” by Walter Legge Company, may 
be what you need for providing safer 
floors. 


SALT TABLETS—Free samples and 
full information on enteric coated 
salt tablets will be sent by the Elvin 
First Aid Supply Company. 


POWDERS—For efficient 
use of floor scrubbing machines, the 
right cleaning powder is necessary. 
Finnell System, Inc. has literature on 
the subject. 


SHOES—Free pay envelope 
enclosures showing actual case _ his- 
tories of accidents will help sell your 
safety shoe program. Lehigh Safety 
Shoe Co. 


2. SAFETY SOLES—The Gro-Cord Rub- 


ber Company is prepared to show 
you how non-slip soles and heels may 
be used to promote safe footwear. 


Thom 


shoe service 
your shee 


MeAn plan for safety 
may be the answer to 
fitting problem. 

weight 
duralumin safety hat protection from 
overhead hazards. Information frem 


the B. F. MeDonald Co. 


- WORK CLOTHES FOR WOMEN—The 
E 


. R. Moore Company has a new style 
book showing dresses, 
and coveralls. 


slacks, shirts, 


. TUBULAR BANDAGE—A free sample 


of their seamless, tubular, gauze fabric 
bandage is offered by the Northwestern 
Sales Corporation. 


- FOOT PROPHYLACTIC—Details of a 


new foot spray machine for foot 
fungus control, featuring undiluted 
solution and no contamination, from 
the Peda-Spray Company. 


FREE LITERATURE COUPON. Enclose 
HAZARDS, 812 Huron Road, Cleveland, Ohio. 


Firm Name 


Your Name 


in envelope. Mail to: OCCUPATIONAL 
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You can now supply your workers with two 
types of PRO-TEK—and meet almost every 
requirement for a hand protective cream. 
The standard PRO-TEK is not affected by 
grime, paints, solvents and insoluble oils, but 
washes off quickly with soap and water. 
PRO-TEK No. 2 resists water-mixed cutting 
oils, mild acids, alkalies and other aqueous by safety engineers and plant hygienists. 
solutions. If you’re not already using tlfese outstand- 
Both types of PRO-TEK are applied before ing hand protective creams, ask your jobber 
starting work. They are safe, sanitary and about them—or write direct for free samples 
easy to use. Both are extensively used in to E. I. du Pont de Nemours & Co. (Inc.), 
many large factories, and are recommended OH-5S , Wilmington 98, Delaware. 








REG 8. PAT. OFF 


HAND PROTECTIVE CREAM 

















Safe Disposal of Plating 
and Pickling Vapors! 


For collecting vapors from plating and pickling 
operations, Schneible Multi-Wash Collectors use 
an alkaline washing solution which neutralizes the 
acid fumes. This method provides more com- 
plete removal of the contamination and pro- 
tects the steel surfaces of the collector against 
corrosion. For every dust and fume problem we 
have a sound solution. Score of installations in 
processing and chemical plants. 


CLAUDE B. SCHNEIBLE CO. 
2827 Twenty-Fifth St., Detroit 16, Mich. 









different departments where accident We all know that accident preven- 
prevention promotional work needed tion is neither a one man job nor a 
a “shot in the arm.” The idea seems to part time one. It is something that 
bring home the point better than some every employee must believe in if the 
serious well thought-out plan. safety program is to succeed. 





Goggles anchored in 
“FYE GARD” perfect balance on 
sturdy hanger arms. 


LI FIFRONT G 0 G G LE S yeeenen eit an 


Easily moved up or 
down... stay where- 
ever desired. 

Headgear molded from 
heavy fibre gives 
protection over en- 
tire forehead. 

All parts touching head 
are padded. 

Finest for comfort and 
safety. 


Literature 
Available 
on Request 


AMERICAN INDUSTRIAL SAFETY EQUIPMENT CO. 
393 BRIDGE STREET « * BROOKLYN 1, N. Y. 
DIVISION OF THE BURDETT OXYGEN COMPANY « CLEVELAND, OHIO 
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IN THE NEWS 


Sykora Elected 

John C. Sykora has been elected 
vice-president and director of sales 
for all divisions of the Portable 
Products Corporation, Pittsburgh, 





according to an announcement by 
Fernal R. Marlier, president. Port- 
able operates the Strauss manufac- 
turing division, makers of indus- 
trial safety equipment. 

Mr. Sykora will direct activities 
for the corporation from newly es- 
tablished headquarters in the 
Woolworth Building, New York 
City. 


Harrold Available 
Mr. Gordon C. Harrold, Ph.D., 


prominent toxicologist, announces 
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that his services are now available 
in the field of Industrial Hygiene 
and Toxicology as Industrial Hy- 
giene Consultant. Dr. Harrold is 
located at 30 Elm Place, Webster 
Groves, St. Louis, Mo. 


iin, 
a al 





Dorfan Appointed 


Morton I. Dorfan, registered 
professional engineer, member of 





the American Society of Mechani- 
cal Engineers and the American 
Society of Heating and Ventilating 
Engineers, has been appointed 
manager of the dust and fume 
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engineering division of the Ameri- | 
can Foundry Equipment Co., | 
Mishawaka, Indiana. He will su- 
pervise and co-ordinate the com- | 
pany’s dust control sales, engineer- | ¢ 
e ing and research activities. 
Engaged in private consulting 
engineering for the past four years, 
Mr. Dorfan was previously asso- | 
ciated with the Allis-Chalmers Mfg. | 
Co., Blaw-Knox Co., and Pangborn 
Corp. 


—— 
oe 





Tiedemann Made Non-Slip Finish 


President of Dockson , e 

A. Carl Tiedemann, long affili- 5 t | 
ated with Detroit’s Automotive In- a n Zz & ! S 
dustry in a manufacturing and sales q@ssure better work, lower 


cost hand safety 


Objects wet with dangerous 
liquids are safely held by 
Stanzoil glove-protected 
hands. Remarkable new non- 
slip finish adds assurance, 
speed to work, prevents costly 
hand injuries. Employees like 
the flexible comfort. You like 
the low cost — Stanzoils last 
3 to 7 times longer in oils, 
acids, caustics. Standard sizes, 
styles, weights—black, white. 
For better employee relations, 
more production, less ex- 
pense, buy Stanzoils. Write 
for new catalog today. 











Synthetic Rubber Division 







1 capacity, was recently elected THE PIONEER RUBBER CO. 
3 | President of the Dockson Corpora- | 258 Tiffin Rd., Willard, O., U.S. A. 
1 tion, 3889 Wabash, Detroit, manu- wane > ln iota 

> facturer of Welding and Safety | ~~~ over 25 YEARS OF QUALITY GLOVE MAKING 
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SEND $1.00 FOR 
ONE MARTINDALE 
PROTECTIVE MASK 


and 50 No. 1 Refills 


or $1.25 if you prefer 
No. 2 Refills 





Weighs Less Than 4 oz. 


PLACE HEAD~ 
BAND WELL 


UP AROUND! 
HEAD TO Keer | 
FROM SLiP- 
PING DOWN | 





















PRESS NOSE 
TABS IN CLOSE 
AGAINST FACE 
TO HOLD PAD 
AGAINST THE 
NOSTRILS 


PRESS EDGES 
OF FACE PLATE | 
DOWN TO FIT) 
FACE SNUGLY | 









For Non-Toxic Dusts 
Except Free Silica 





LIST PRICES—F.O.B. 
CLEVELAND, OHIO 


Baths  cocccisccccccctcnnes séccvescoes $0.25 each 
N. 1 Refills (std. weight) ........ 014% each 
No. 2 Refills (heavyweight) .......... . 02 each 


Masks },acked in individual envelopes, 
Refills packed in envelopes of 25, 
The No. 2 Refills contain twice as much 
filtering cotton as the No. 1 


Write for Bulletin 348 showing quantity 
discounts on orders of $5.00 and over 


If payment accompanies order we will pay 
parcel post or express charges, 


MARTINDALE 
ELECTRIC CO. 


1433 Hird Ave. Cleveland 7, Ohio 
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equipment and supplies. Mr. Tiede- 
mann joined the Dockson Corpora- 
tion less than a year ago as Execu- 
tive Vice-President and General 
Manager. 


————$< fe ———_—__ 


| Westinghouse Acquires 


B. F. Sturtevant Company 


Acquisition of the B. F. Sturte- 
vant Company, Boston, Massachu- 
setts, pioneers in the design and 


| manufacture of air handling and 





processing equipment, has been 
announced by A. W. Robertson, 
Chairman of the Westinghouse 
Electric Corporation. 

The Sturtevant Company _be- 
comes a wholly-owned Westing- 
house subsidiary, operating as the 
B. F. Sturtevant Company, a Divi- 
sion of Westinghouse Electric Cor- 
poration. 

Products cover the fan and 
blower field, heating, cooling, and 
air conditioning apparatus. 


<i 
— 





New Safety Equipment 
Company 

The Guardian Safety Equip- 
ment, 2130 W. Jefferson Boule- 
vard, Los Angeles, California, is 
now being operated by Mr. John 
W. Dee, formerly with the E. D. 
Bullard Co., Chicago. With ten 
years of experience and a complete 
line of equipment, Mr. Dee is pre- 


| pared to serve Southern California 
| with equipment and advice. 


| << 
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BUY VICTORY BONDS 
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ard in a-c or é -c we Iding. Here dime 
is at times a potential of 300 volts 
between the two slender electrodes 
projecting up and to the left from the 
are. It is alternating-current. No case 
of severe shock, and no fatalities re- 
sulting from the use of this equipment, 
have ever come to our attention. 
The point is made to demonstrate 
the fallacy of arguments, based on 
clinical or laboratory experience, as 
to the difference between a-c and 
d-e with respect to shock hazards. In 
this equipment an adequately in- 
sulated electrode holder is used, and 
factory designed and built protective 
equipment disconnects the power 
when the arc is not actually in use. 
Exhaustive studies on let-go cur- 








Safety Factors in Arc Welding 


(Continued from page 32) 




















rents, woke at the University of Cali- 
fornia, definitely prove that under 
laboratory conditions, a victim is less 
likely to freeze onto an electrode with 
d-c than with a-c, at a given current 
in milliamperes. But to draw the con- 
clusion that d-c welding is invariably 
safer than a-c welding is to ignore the 
factors of voltage, insulation, protec- 
tive equipment, skin resistance, and 
physical condition of the subject. 


Demonstrations Dangerous 
The extremes to which interpreta- 
tions of these tests may go is indicated 
by the recent dev elopme nt of a theory, 
by a welding supervisor, that while 
24 volts is sale, 28 volts is dangerous. 
Or by the performance of anothe oT 
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“Trade Mark” Reg. U. S. Pat. OF 


The Seamless, Tubular, 
Gauze Fabric Bandage 


(U. S. Patent No. 2,326,997) 


A seamless gauze fabric in tubular form, in rolls of 50 yards packaged in 
handy dispensing box. Produced in five sizes for application as dressing to 
fingers, toes, hands, feet, arms, legs, breasts and head. The patented tech- 
nique produces a degree of elasticity and flexibility that insures easy ap- 
plication and ready removal, plus perfect conformation without any bind- 
ing affect. Not only makes a more suitable bandage in most cases, but saves 
30% to as much as 500% in material, as compared with ordinary bandage. 
Used in civil, industrial and government hospitals, and by surgeons, physi- 
cians, podiatrists, chiropodists and nurses for more than four years. 


Carried in Stock in All Sizes By 
NORTHWESTERN SALES CORPORATION 


Distributors 
rgical Dressings, Allied anet and Ind 
CLEVELAND 14, OHIO 


SEND FOR 


ustrial Pharmaceuticals 
MAIN 9235 
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welding supervisor, who knelt in 
water on a steel deck and grasped an 
electrode with soaking wet gloves, to 
demonstrate that one can feel 35 volts, 
but not 10 or 12. If such a demon- 
stration ever convinces a welding op- 
erator that it is safe to place the body 
intentionally across any electrical cir- 
cuit, it may well be a contributing 
factor to his untimely death. 


Grounding Necessary 

With respect to the installation of 
arc welding equipment, the major 
safety point is the necessity of ground- 
ing the frame of the welding on re- 
gardless of whether it is an a-c or d-c 
unit, or whether it is stationary or 
portable. Common sense, as well as the 
National Electrical Code, demand that 
this should be done. An ungrounded 
unit, even one in perfect condition, 
can give annoying shocks and tickles 





to a grounded individual, because of 
the inherent ability of an electrical 
circuit to induce a static charge on an- 
other conductor separated from it by 
insulation. The effect is the same as 
that in a condenser, or Leyden jar. 

In the event of failure of the in- 
sulation, due to age, abuse, or acci- 
dent, the frame of a unit may become 
charged to full power circuit voltage, 
with serious consequences, unless the 
frame is grounded. If the proper 
ground connection is in place, how- 
ever, the frame cannot have a voltage 
to ground, and the only effect of such 
a failure will be the blowing of fuses 
or tripping of circuit breakers and dis- 
connection of the unit from the line. 


Use of Cireuit Breakers 

This immediately suggests the ne- 
cessity of installing adequate overcur- 
rent protection and switches in the 











been buffered to this pH range. 


medical inspection and treatment. 








WHY MURINE, a Buffered Isotonic 
Collyrium, |S IMPORTANT IN INDUSTRIAL HYGIENE 


SOLUTIONS that would be entirely harmless to the skin surfaces may injure the 

eye severely, due to osmotic pressure changes within the membrane cells. Pure 
water or hypotonic solutions used in the eye favor development of edema or swell- 
ing, while solutions of a higher salt concentration than the tears may cause a shrinkage 
or loss of water from the membrane cells. 

It is important, therefore, that any aqueous solution used for cleansing or washing 
the eye be very close to the same osmotic pressure or be in isotonicity with the tears 
which normally bathe the eye. The osmotic pressure of the tears is normally much 
higher than that of the blood, corresponding to about 1.4% solution of salt. Murine, 
has been adjusted to this range of osmotic pressure. 

Normally, the tears are slightly alkaline, having a pH of approximately 8.0. Marked 
changes from this hydrogen ion content may also cause irritation. Murine has therefore 


Murine is indicated for regular use in industrial plants where 
strong light, dust, or metallic particles are prevalent. In cases of 
injury to the eyes, Murine is an effective first-aid preliminary to 


MURINE CONTAINS Potassium Bicarbonate, Potassium Borate, 
C. P. Boric Acid, Berberine Hydrochloride, Glycerin, Hydrastin 
Hydrochloride, ‘Merthiolate’ (Sodium Ethyl Mercuri Thiosalicylate, 
Lilly) .001% combined with Sterilized Water. 


THE MURINE CO., 
CHICAGO, U.S.A. 
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Industry discarded the germ-laden drinking cup 
years ago. And now, industry knows that CLEAN 
and STERILIZED working garments eliminate 
accidents, prevent disease, lessen fatigue and in- 


There is no reason for anyone in your plant to wear 
dirty or greasy garments. In your locality there is 
an Industrial Launderer, who is a reliable mem- 
ber of the N.I.L. & C.A. This Industrial Launderer 
has machinery designed to wash and clean work 
clothing at a small nominal charge. (See your 


NATIONAL INDUSTRIAL LAUNDERERS & 
3517 West Harrison Street, Chicago 24, Illinois 

















CONSERVE AND RECLAIM ALL 
COTTON MATERIALS AND 
LEATHER @00D8. 


CLEANERS ASSOCIATION 

















power circuit to the welder. Fuses or 


'\circuit breakers must be capable of 


interrupting the maximum current 
;which may be drawn by a short cir- 
jcuit in the motor or power leads of a 
jd-c welder, or in the primary circuit 
jof an a-c welder. Disconnecting 
jswitches must be capable of interrupt- 
ing the stalled rotor current of the 
d-c machine, or the maximum current 


‘which can be drawn by the a-c unit 


when the welding electrode is short- 
circuited on the work. 

On the welding-circuit side of a 
unit, care should be taken to avoid the 
jpossibility of getting double the nor- 
‘mal circuit voltage between two adja- 
jjcent welding circuits, because of the 
jconnection of one unit with one po- 
larity, and the other with opposite 
polarity. On a-c units, abnormal volt- 
age of somewhat lower value can 
also be obtained if adjacent welders 
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are operated from different phases of 
the supply line. This factor has rarely, 
if ever, caused serious trouble be- 
cause of the small likelihood that an 
operator will get hold of two welding 
circuits at once. 


Insulated Electrode Holder 


Probably the most important item 
in equipment, from the safety point of 
view, is the electrode holder. Although 
uninsulated holders have been used 
in arc welding for many years, good 
practice unquestionably requires that 
fully insulated holders should be used. 

There are now several types of good 
insulated electrode holders on the 
market. They should be used on any 
welding job, and their insulation 
should be kept in first-class condition. 
Studies of accident reports reveal, in 
a good percentage of cases, evidence 
that uninsulated electrode holders 
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PRODUCT DAMAGE...SPEED 
YOUR PRODUCTION WITH 


OFFMAN 


VACUUM EQUIPMENT 


Overhead dust falling down causes 
damage; sweeping floors with push 
brooms stirs up dust that settles on 
semi-finished products. Cleaning by 
vacuum prevents this. Dust and dirt are 
rapidly “absorbed” and removed 
completely from the plant. Eliminating 
dust definitely improves plant 
working conditions. A clean plant 
is a safe and healthy plant. 
e There are other important uses for Hoffman vacuum 


equipment in preventing damage to your products. 
Let us tell you about them. 


TODAY... SEND FOR LITERATURE 


U.S. HOFFMAN 


MACHINERY CORPORATION 


AIR APPLIANCE DIVISION 
105 FOURTH AVENUE, NEW YORK 3, N.Y. 





caused or contributed to death. 


Supervision Should Check 
Maintenance 

Maintenance and supervision play 
an important part in the safety side of 
welding, as is the case in almost any 
other process. Fire hazards should ob- 
viously be watched for and, when 
found, eliminated. Welding cables and 
their connectors should be examined 
frequently for breaks in insulation. 
Likewise, welding return circuit con- 
nections should be given attention, by 
supervision. Arcs or flashes in unex- 
pected places along the return path of 
the welding current may result in fire 
hazards if reinforcing rods, scrap 
lengths of pipe, or building piping are 
indiscriminately used. 

The maintenance of adequate safety 
ground connections to the frames of 
all welding machines should be 
checked, because many operators do 
not realize their importance. For th: 
same reason, the maintenance of in- 
sulation on electrode holders should 
not be left to operators alone. Elec- 
trical repairs and connections on the 


power-line side of the welder should | 


be handled only by competent men 


Guarding Against Moisture 


The paramount warning should be 
to take particular care in hot and hv- 
mid weather, and when welding in 
wet places. Almost without exception. 


fatal accidents to welders occur in hot 


weather under moist conditions. 





WANTED: Local representatives who 
are now calling on wholesalers in the 
hardware and welding fields to handle 
our complete line of safety equipment. 
Excellent opportunity. Write for full de- 
tails, American Industrial Safety Equip- 
ment Co., 393 Bridge Street, Brooklyn, 
New York. 
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STONEHOUSE SIGNS For ACCIDENT PREVENTION 


ee 

of ‘ 

P e 
ey 









HUNDREDS of 


house stock-worded signs are shown 


different Stone- 


in our Catalog No. 8, 


It’s free on request. 





STONEHOUSE SIGNS, INC. 


838 LARIMER STREET * DENVER, COLORADO 





Items to Emphasize to the Welder 

He should learn to carry an electrode holder by the handle, never slung over 
his shoulder, or squeezed under his arm. 

He should never, under any circumstances, transport an electrode holder with 
an electrode or electrode stub in it. 

He should never throw or lay an electrode holder down so that it makes con- 
tact with any conducting material. 

He should never work alone in confined or concealed spaces where, for ex- 
ample, striking his head may cause temporary loss of his faculties. 


FROM HEAD... 
@2> TO FOOT 


FULL 























uae PROTECTION 
SECTION For 
AWP.-40 


WELDORS 
EASTERN EQUIPMENT CO., Inc. 


Industrial Safety Division 
WILLOW GROVE, PENNA. 





Manufacturers of Amcoweld Head, Eye & Body Protective Products 
JOBBERS ATTENTION: Some excellent territories still open 
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Use COLOR to Reduce Costs 


(Continued from page 39) 


plexion—a thought not to be over- 
looked when catering to women. 
Peach is an ideal color for a 
cafeteria. Its “appetizing” qualities 
outrank those of any other tint. 
Let corridors and stairways be 
bright and sunny. Paint the under 


White paint applied to corners and 
locations where trash is frequently 
tossed will have a marked effect in 
promoting good housekeeping. 

In fact, a carefully organized 
painting program, respecting the 
elements of good seeing, personal 





Liberal use of lighter colors helps to spotlight the various hazardous operations in 
this manufacturing process. 


—_ of stairs white for maximum 
ight reflection. A yellow band on 
top and bottom risers will help 
prevent falling and stumbling ac- 
cidents. 

White should be considered the 
final color for safety. Its uses are to 
guide traffic, mark aisles, rubbish 
containers and storage spaces. 
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comfort and careful attention to a 
color code for safety, automatically 
inspires better housekeeping, a 
safer plant, and a high degree of 


morale among labor. 


en 


NEXT MONTH 
What's new in lighting for safety 
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You Are Not Alone Mr. or 
Miss Safety Engineer 


The War Manpower Commis- 
sion recently published a series of 
tables of the National Roster of 
Scientific and Specialized Personnel 
showing a breakdown by fields of 
specialization into extent of educa- 
tion, sex, and age distribution. 

Safety engineers may be inter- 
ested in these figures comparing 
their field with the grand totals. Of 
a total of 451,053 males, the extent 


GAUZBAND’ 





Plus Liquid Protectone that 


REALLY KEEPS OIL OUT 


Liquid Protectone (exclusive product of Ameri- 
ran Bandage Corporation) is the amazing develop- 
ment that makes GAUZBAND instantly and 
definitely OIL RESISTANT. It's the ideal bandage 
to seal out’’ cutting oils and greases, and permit 
the patient to return to a dirty, oily job im- 
Mediately after the dressing is applied. Insur- 
bnce companies endorse this product because it 
helps reduce compensation costs. If protection 
rom penetration of oil, greases or solvents is not 
Daw ae Standard "'a.b.c. GAUZBAND" is the ideal 
andage for general use. These products are avail- 
able Fane all leading Surgical Supply Dealers. 
tite for prices TODAY. 











U. 8. Patent 2,371,001 









} AMERICAN BANDAGE CORP. 


325 WEST OHIO STREET, CHICAGO 10, ILLINOIS 
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of whose education was reported, 
3,428 were Safety Engineers. Of 
these, 9 had the Ph.D. degree, 105 
the Master’s degree, 1,705 the 
Bachelor’s degree, and 196 had 
four years of college but no degree 

Five of the 20,991 women were 
Safety Engineers. One had the 
Ph.D. degree and three the Bache- 
lor’s degree. 

The median age of the 3,433 
Safety Engineers, including both 
sexes, was 41.6 (Girls, you 
shouldn’t have told!) 


Can Vhey Take It? 


Dolge has developed Handeez, a powder which 
provides both chemical and mechanical clean- 
ing action without scratching the skin. Quickly 
loosening grime, its sterilized vegetable emol- 
lient material acts as an absorbent, lubricates 
the skip and imparts a refreshed feeling. 


Handsare sensitive to chemical irritants. They 
“can't take it’’ and dermatoses is the result. 
Prevento protective creams form a {.exible 
film preventing many chemical irritants from 
reaching the skin. Let Dolge analyze your 
problem—without charge—and determine the 
correct creams for you. 


PREVENTO 
® 


Available! Spray containing D.D.T. 
Write for Details. 


The C. B. DOLGE CO. 


westrpormr CONNECTICUT 











KEEP ALL FLOORS | How Important Is Safety? 


CLEAN & SLIP-SAFE | 
with HILD MACHINES | 


Floors in factory areas ... and in 
office space too. . . can be put in good 
condition and kept that way with just 
one HILD Machine and a series of 
easily interchangeable attachments. 
Pictured below are attachments for 
“dry-scrubbing” grease-caked floors 
that become dangerously rough and 
bumpy. Other attachments scrub, wax, 
polish, buff, sand, grind 
and steel-wool floors of all 
kinds. 


SHOWER-FEED SCRUBBING 
FOR OILY FLOORS... 


HILD Machines are 
available with scrubbing 
solution storage tanks 
mounted on the handle 








feed Brush, pictured be- 
low. This equipment 
scrubs oily factory floors 
most thoroughly, speed- 
ily and economically. 





Write today for 


FREE BOOK 


HILD FLOOR MACHINE CO. 
1313 W. Randolph St., Dept. OH 10, Chicago 7, Ill. 
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Just how important IS Safety? 
| Well, supposing we consider what 
safety rea ally means. 

Your health, the use of your 
limbs, your very life itself depend 
in large measure upon how safely 
you work and play. Nothing could 
ever compensate you for your life 


| —nothing could repay you for the 









. . . for use with the | 
famous HILD Shower- | 


| 
| 
} 


| you turn out are directly affected © 
| by safety. 





| loss of your health or the use of 
your limbs. 


H. J. Weeks 


Your livelihood and your fami- 
ly’s welfare depend upon your 
ability to perform your job. An ac- 
cident could put you on the side- 
lines for a few days, or forever. 

The quality and quantity of work 


A safe worker—and a 
good worker is a quality worker. 


| The job done right is done safely, 
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and a good safety record means a 

good production record. 

How important is Safety? 

| Well, how important is your 

life? How important is your fami- 
ly’s welfare? How important is 
your job? How important is your 
country? 

If you can answer these ques- 
tions no one has to tell you how 

| important safety is—you KNOW! 

H. J. Weeks, American Steel ¢> Wire 

Co., Cleveland Ohio. 


ti 
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Turbans Used 


The Hollywood Turban Products 
Company is proud of the fact and 
justly so, that their turbans were 
used at a plant making atomic 
bombs in Oak Ridge, Tennessee. 





Quebec Association 
Institutes Campaign 


The Quebec Association for the 
Prevention of Industrial Accidents 
has instituted an intensive cam- 
paign for the reduction of indus- 
trial accidents. Certificates of ap- 
preciation and silver insignia will 
be awarded to employees submit- 
ting acceptable suggestions and 
constructive ideas for safeguarding 
machines or processes, or contribut- 
ing to the general safety and wel- 
fare. 
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Nine Lives for 

Power Press Operators 
1. At the beginning of each 

shift, and after oiling, before feed- 

ing, operate the press until satis- 

fied all parts are working properly. 








3” TO 24” 
DIAM. 

e Light weight and very easy 
to handle. 

e Extremely flexible. 

¢ Will not support combustion. 

@ Easy to couple and attach. 

© Also “PORTOVENT" and 


“BLOFLEX" for uses requir- 
ing collapsibility 


WRITE FOR PARTICULARS 
AMERICAN 





y FLEXAUST 


THE EASY WAY 
TO VENTILATE 
CONFINED SPACES 


VENTILATING HOSE CO. 
15 PARK ROW, NEW YORK 7, N.Y. 
PLANTS AT AMESBURY, MASS. & SEATTLE, WASH. 
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KEEP 
WORKERS 
INFORMED WITH 


DAV-SON 
BULLETIN 
BOARDS 





EACH BOARD A CENTRAL 
NEWS HEADQUARTERS 


Get one board for each plant sector. 
Convey news, letters, bulletins -QUICK- 
LY - to ALL employees. Hang safety and 
morale posters ... news of contests, ben- 
efits, social doings. Boards built to“take 
it”. Sturdy walnut finished frames. 
REAL CORK POSTING SURFACE 
over 3-ply veneer. Finished hardware and 
locks. Quality at low cost. 


¢ SINGLE OR DOUBLE UNITS ‘ 
© GLASS DOORS OR PLAIN 
e STOCK OR SPECIAL SIZES 





SEND FOR CIRCULAR 
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| 2. If anything is not in order, 
itell your foreman. 

| 93. Make sure that all guards and 
isafety devices are in place. 

| 4, Use the attachments and 
special tools provided for feeding 
or removal of parts. Never put your 
hand under the ram. 

5. If material sticks in the die, 
do not remove it with your fingers 
i—use a stick or soft metal tool, if 
ijone has been provided for your 
job, or report to your foreman. 
6. Do not pull tripping rods or 
tamper with safety devices. 














Powdered | 
HAND SOAP 


AND 


PROTECTIVE CREAM 
HAT 





) SATISEY! 





6-S satisfies the Medical Department be- 
cause It Is mild and not harmful to 
the most sensitive skin. 


6-S satisfies the men and women workers 
because it does a thorough job of 
cleaning the grimlest hands, leaving the skin 
smooth and soft. 


satisfies the Purchasing Department 
" because the cost Is reasonable. 
DERMA.-COTE satisfies because it is a 


grease: 
less otective cream for workers contacting 
protective qualities 


Write for sample on company letterhead 


GREAT STUFF 


PRODUCTS COMPANY 


Since 1919—Speclalizing in industrial 
Hand Cleaners 


West New York, New Jersey 
Chicago Minneapolis Detroit 








irritating substances. The 
of DERMA-COTE will ald in eliminating com- || 
pensation claims. 
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advised by your foreman to do so. 

8. Stop the press before oiling, 
adjusting, or repairing it. Make 
sure no one can start the press 
while you are working on it. 

9. If you leave your press, in- 
spect it thoroughly on your return 
to make certain no pieces are in the 
die and that the press is in good 
order. 


<i 
—_—— 





Are Goggles Necessary? 
Grinding and chipping opera- 





MINOR BURNS 
WITHIN 15 
MINUTES 





ll 


The element of time is of first importance in 
the successful treatment of burns. If a burn is 


) created within 15 minutes after it occurs, the 


probability of blister formation is reduced to a 
minimum. But if time is wasted before proper 
treatment is started, serious complications and 
infection may follow. 


When using Gebauer’s TANNIC SPRAY in the 
treatment of burns, the factors involving time- 
loss are eliminated. This preparation isa stable 
solution of tannic acid ready for immediate use. 
Packaged in a sturdy amber bortle having aa 
ic dispensing cap, which permits the 
projection of the solution in the form of a fine 
iet stream. Upon application the solvent evapo- 
rates rapidly, covering the burn with ao evenly 
applied, dry and flexible film of tannic acid. 


Gebauer’s TANNIC SPRAY is a practical frst 
first-aid treatment for first, second, and small 
area third degree burns. Write for literature. 


THE GEBAUER CHEMICAL CO. 
9410 St. Catherine Ave. + Cleveland 4, Obie 
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7. Do not wear gloves unless 


NEW, 





























IMPROVED 


Greater Discharge 
Capacity 


40% 


STORAGE BATTERY 


Busier days increase flash- 
light needs of watchmen, 
inspectors, guards. Why 
risk “fading” flashlights? 
Equip with IDEAL long- 
life storage 

batteries that 

assure a 

brighter, stead- 

ier light —al- 

ways — by re- 

charging regu- 

larly. Fit 

standard flash- 

light case us- 

ing two. or 

more 114” size 

D dry cells. 

Guaranteed. 


Write for 
Bulletin BB 444 


ECONOMICAL—One IDEAL Bottery can 
replace up to 400 or more dry cells. 
IDEAL Battery Charger 
Plugs into any electrical outlet. Al- 
so available for connecting to 

automobile ignition. 
PROMPT DELIVERY 


Storage Battery Division 
IDEAL COMMUTATOR DRESSER CO. 
5072 Park Ave. ¥ Sycamore, Iii. 

Sales Offices in All Principal Cities 
In Canada; Irving Smith Ltd., 
Montreal, Quebec 
























HERE'S WHY 
I PREFER 





MAXIMUM STRENGTH 
YET FEATHER WEIGHT 


The OIL-CHEM transparent, pliable 
apron wins instant favor for the pro- 
tection it affords against oils, acids and 
chemicals. Extremely durable and long 
wearing, it outlasts other material many 
times over. Available in a wide range 
of standard sizes or can be made up to 
specifications, Bib type. Write for 
prices. 

The OIL-CHEM apron, like all of our 
products, is backed by years of ex- 
perience in the manufacture of indus- 
trial SAFETY CLOTHING. 


SAFETY CLOTHING 
and EQUIPMENT Co. 


7016 EUCLID AVE. + CLEVELAND 3, OHIO 


PHONE ENDICOTT 1722 














tions are generally known to be 
jobs which require the use of 
goggles but there are some cases 
which prove that goggles should 
be used in many other places as 
well. 

Men have lost their vision mix- 
ing mortar and plaster when small 
particles have entered the eye. 
Girls operating sewing machines 
have had needles break and destroy 
their vision. A man cutting a piece 
of wire off a coil in a stockroom 


Reeves 


Reg. U. S. Patent Office 


FLEXIBLE 
STRETCHERS 














Even the slightest casualty may be harmed 
still further by rough or improper ——- 
REEVES flexible stretchers enable attend- 
ants to reach the most inaccessible places. 
Complete safety, ease of handling and 
greater strength makes REEVES stretchers 
the choice of particular safety directors. 


No. 101—$14.50 


Constructed of two layers of heavy-weight 
canvas. Three web straps. Riveted leather 
handles. Folds compactly. 

Size open 6’6” x 28” Closed 410” x 6” 


Send for descriptive circular 


A. SMITH & SON, INC. 
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ESTABLISHED 1867 
1239 RIDGE AVE., PHILA, pa} 
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Surprised! 
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lost his vision when the end of 
the wire struck him in the eye. 
Another, changing storage batteries 
in a shop, nearly lost his vision 
when the battery acid splashed in 
his eye. A man was sitting at his 
desk breaking locker keys by hold- 
ing them with a pair of pliers and 
striking them with a tack hammer 
when a part of a broken key flew 
into his eye, injuring it badly. 
Metal shavings from a drill press 
struck a worker a glancing blow, 
causing the loss of an eye. The 
corrective spectacles (not safety 
lenses) of a worker struck the frame 
of a drill press and caused the glass 
to shatter and enter his eye. 

This would seem to indicate that 
there is hardly a job which would 
not require the use of safety 
goggles. 





Industrial Health Service 
Act Proposed 


A “ Proposed Industrial Health 
Service Act” has been prepared and 
sent to all states in response to 
requests from State divisions of in- 
dustrial hygiene for a statement of 
desirable provisions for State in- 
dustrial hygiene laws. 

The proposed act states the 
duties of a State agency in regard 
to the, investigation of places of 
employment and the adoption of 
rules and regulations pertaining to 
the control of industrial health 
hazards. It specifies actions that 
should be considered violations, 
namely denial of access of ‘health 
department representatives to in- 
dustry, and the use of harmful 
materials known to be dangerous. 

















surprised! 


THE COMMONSENSE WAY TO 


CLEAR and PREVENT ATHLETE’S FOOT 


IN SHOWER ROOMS 


BATHERS LIKE ONOX—IT MAKES THE 
SAFE, NON-POISONOUS SKIN TOUGHENING 
TO COUNTERACT THE SOFTENING 

EFFECTS OF WEARING SH 


Recent research has up- 
set former theories re- 
garding the control of 
Athlete's Foot. ONOX 
is revolutionary. A safe, 
non - poisonous skin 
toughener does the 
work. You may test it 
under any conditions 
you choose to impose 
and without obligation. 
For example: 
We will ship prepaid, your trial order 
for any amount of ONOX and equip- 
ment. Use it for 60 days. If at the end 
of that time ONOX has not proved 
itself to your complete satisfaction you 
owe us nothing. 


NEAT, CLEAN, 
ODORLESS, 


We would like to send you the simple details of the : 
ONOX method now used by hundreds of iestivetlons— 


coast to coast. 
Important: 514 jou note the 


Hlogical Potentially harmful 
IT STEPS UP RESISTANCE 


Octoser, 1945 


PLEASANT TO USE 


ONOX, INC., DEPT. H, 121 SECOND S8T., SAN FRANCISCO 5, CALIF. 


“Radical reversal of medical teaching” 
A report based on 10 years observation by 9! U. S. Skin Specialists calls Foot Baths 


FEET FEEL FINE 
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in TIME Magazine? 
Futile''— 


Onox on the other hand is a safe, non-poisonous skin toughener 
INSTEAD OF BREAKING IT DOWN! Try the Onox way 
(Copy of THME article sent on request.) 


You'll be 
















































Guards for Old Model 
| Industrial Trucks 


Although most of the industrial 
trucks now being manufactured are 
built with the operator’s platform 
near the center of the truck, many 
of the older style, operated from 
a folding platform at one end of 
the truck, are still in use and will 
be for some time to come. 
| A number of recent accidents 
| with the older style trucks suggests 
that these be guarded by enlarg- 
ing the platform to a minimum 

depth of two feet and the installa- 
tion of guard rails extending at 
least three feet above the floor 
across the sides and back. There 
should be provision for quick exit 
in case of emergency. 
Where overhead loads are 
| 























handled, overhead guards should 
be provided to prevent injury from 
falling material. The cage, or other 
guard should be capable of with- 
standing the most severe shocks to 
which it may be subjected. 
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Lower Accident Rates for 
Press Operators with 
Pneumatic Pedals 


The installation of guarded 
pneumatic pedals on such machines 
as power presses, power shears, 
power brakes, kick presses, and 
other machines operated by foot 
offers the advantages of greater 
safety and more speed through in- 
creased efficiency and less fatigue. 

While the average power press 
operator presses the foot pedal 





pERISHABLE 


WARD OFF 
HAND HAZARDS 








<AKe cARE! 2.7774 
SURESEAL 


SYNTHETIC RUBBER GLOVES 


NATURE'S DEFENSES weren't intended to withstand acids, oils. 
solvents, used in modern industry. Skin protection ... complete, com- © 
fortable, and wrorker-acceptable ... is assured by hard-to-snag. 
abrasion-resistant Surety Turn-Cuffs. They’re made of better synthetic 
rubber with 14 times service life of natural rubber, other synthetics. 
Patented design for maximum safety when working in liquids. Turn 
Cuff up stops fluids running down arms. Cuff down adds two inches 
welcome safeguard ... Get Surety for SAFETY! ; 


Send fo 
RUBBER COMPANY 


CARROLLTON * OHIO 
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your Surety Glove Selector now! / 
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press and up four inches to stop 
the press and take the foot off, re- 
sulting, in an eight hour day, in 
6600 feet of foot travel (the equiva- 
lent of hopping a mile and a quar- 
ter on one foot), the pneumatic 
pedal operator only travels about 
560 feet. , 


—<ti 
oe 


Food Handlers in 
Industrial Cafeterias 
Receive Instruction 


As a protective measure to em- 
ployers and employees through the 
prevention of food illnesses, food 
contamination, and spoilage in in- 
dustrial cafeterias, the Bureau of 
Food Control of the Baltimore City 
Health Department gave instruc- 
tion courses to twenty-two classes 
in industrial cafeterias. 589 per- 
sons, including safety engineers, 
cooks, dishwashers and waitresses, 
as well as supervisory personne] at- 
tended the classes. 








Acidity or Alkalinity 
Denoted by pH 

In your perusal of safety litera- 
ture you have probably come 
across the term “pH” in reference 
to soaps and oils. Being a busy 
man, you may not have taken the 
time to hunt up the old chemistry 
book for the definition of the term, 
so here it is in short. 

“pH”—Hydrogen-ion _concentra- 
tion. An acid solution contains an 
excess of hydrogen-ions, while an 
alkaline one has more hydroxyl- 
ions. The pH scale shows the de- 
gree of acidity or alkalinity. A 
pH of 7 denotes a neutral solu- 
tion, most nearly represented by 


Octoser, 1945 


down four inches to operate the | 


































FABRIC LINK TYPE 
Safety Standing Mats 
HELP SPEED PRODUCTION 


Here is positive tested underfoot safety 
for YOUR plant. Long wearing MEL- 


FLEX oil resistant safety standing mats 
are a big factor in reducing acidents and 
eliminating work fatigue. 
Send for  full-information 
on our complete line of 
Safety Flooring, Safety Step 

Treads and Safety 
= Runners. 
Prompt de- 












MELFLEX Fabric 
Linktype Mat 
—sizes 14” x 21” 
te 30” x 48” 


ELFLEX 


PRODUCTS CO. 


L — WARFORD, Presicent 


415 Wheeler Lane, Akron 8,0 





pure water. Going up the scale 
from 7 shows increased alkalinity, 
down the scale indicates acidity. 

As the scale is logarithmic on 
a base of ten, a solution with a 
pH of 5 is ten times more acid than — 
one with a pH of 6; the pH 4 
is one hundred times more acid, 
and the pH 3 a thousand times 
more acid than the pH 6. 

Solutions which are too alkaline 
or too acid can act as primary 
skin irritants. 


























PLASTIC DEFLECTOR—A new 
safety device for use in deflecting 
chips, dust, oil, sparks is produced by 
the Dilley Manufacturing Company. 
Anchored to the tool rest or guide of 
grinders, lathes, drill presses, or wood 





working machines by a horseshoe per- 
manent magnet, this plastic deflector 
may be moved to suit operating con- 
ditions. Being transparent, the deflec- 
tor allows operators to see the work; 
does not obstruct vision. Write editor 
this magazine for further details. 


SAFETY BLOCKS FOR 
PRESSES—The Dow Chemical Com- 
pany states that extrusion capacity is 
now available for making Dowmetal 
safety blocks. These blocks are lighter 
in weight than oak or steel blocks and 
come in three sizes to meet require- 
ments of medium and large sheet 
metal presses. 
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SAFETY STAIR TREADS—The 
Wooster Products Company has de- 
veloped a grooved steel stair tread 
and step with a surface of abrasive 
grip filler which may be bolted or 





~~ 


welded to the stair stringers for fire 
escapes, industrial stairways, wherever 
ordinary steel type stairs are con- 
sidered standard. Interlaced grooves 
permit ready drainage. 


EMERGENCY LIGHTING SYS- 
TEM—For provision of light in case 
of interrupted or power failure in 
first aid rooms, control rooms, switch 
boards, etc., an automatic, instant 
lighting unit is supplied by the Elec- 
tric Cord Company. 


ANTI-SLIP FLOOR COVERING 
—A light weight a composition 
that will adhere to metal, concrete, or 
wood surfaces is applied about 1/32” 
thick with a trowel or spray gun. It 
is claimed to withstand weathering, 
hard usage, and to resist oil. Packed 
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in one and five gallon containers, the 
composition may be had in navy blue, 
red, black, or grey colors. Manufac- 
tured by the American Abrasive Met- 
als Company. Further information 
available by writing this magazine. 


ANTI-FOG PREPARATION—A 
new anti-fog preparation for keeping 
goggle lenses, face shields, and weld- 
ing plates clear is announced by the 
American Optical Company. It is 
claimed that this new material pene- 
trates the ultramicroscopic pores of 





|RUEMELIN Fume Collector 





AT’D. 


REMOVES WELDING FUMES 


At the Source! 


No longer need your employees inhale welding 
fumes. A Ruemelin Fume Collector solves the prob- 


ee 


em, quickly and efficiently. It produces a power- 
ul suction that draws out noxious gases, smoke and 
eat at the source. Guards employees health, result- 
ng in less welder fatigue, therefore greater plant 
utput. Has many exclusive features: (1) Gaon 
hop air with minimum loss of building heat. (2) 
xhaust snout can be positioned instantly and 
a (3) Covers maximum welding territory, 
Hrertically, orizontally and by circle swing. (4) 
Shipped completely assembled, easy to install. 
19 ft. and I5 ft. sizes (radius of swing). 
We gladly offer engineering service for your fume 
collector Installation, Write for Bulletin 37-C. 


RUEMELIN MFG. CO.— 
3888 North Palmer Street, Milwaukee 12, Wis., U.S. 
MANUFACTURERS AND ENGINEERS 


SAND BLAST AND DUST COLLECTING 
EQUIPMENT. WELDING FUME COLLECTORS 
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FOG-FREE 





Welco FOG-FREE Goggle 
The ONLY Goggle with ALL the Answers 
And They're Ali “YES” 
YES it gives the eyes and sur- 
rounding areas 100% protec- 
tion from all splashes. 


YES it provides clear vision 
because it’s AIR CONDI- 
TIONED. Normal breathing 
sweeps all moisture from the 
lens chamber . . . absolutely 
prevents fogging of inner sur- 
face of the lens. 


the Polaroid" Plastic Lens 
protects from impact hazards 
... exceeds Federal break test 
specifications. 

YES — IT’S COMFORTABLE 
Write for Literature and 

Welco Catalog No. 45 


WELSH MANUFACTURING CO.) 


TROY STREET PROVIDENCE 9, R. | 






































DUST COLLECTORS 


are self-contained and portable. 

They fit into production changes 

and protect valuable machinery 
from abrasive dusts. 


In one operation TORIT Dust 
Collectors trap dust at the 
source and recirculate the 
clean air back into the room. 
They are easily installed with- 
out complicated wiring or 
piping problems, and the 
unique method of filtering 
makes removal of filtered dirt 
a simple matter. 


Write for latest Torit Dust Col- 
lector Catalog No. 29 giving 
full information and descrip- 
tions of the different size units. 


TORIT 


MANUFACTURING CO. 
311 Wainut St. $t. Paul 2, Minn. 
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~ and deposits a thin film in ad- 
ition to removing grease and dirt. 
The preparation is obtainable in one- 
ounce or one-pound jars. 
GOGGLE—A new type Goggle has 
been developed by the American In- 
dustrial Safety Equipment Co. known 
as the Eye-Gard Lift Front Goggle. 
These goggles are attached to a 
headgear molded from heavy fibre 
with a protector fitting over the entire 
forehead. All parts which come into 
contact with the head are padded to 
insure comfort, and in addition, the 
elastic headband is adjustable to as- 
sure perfect fitting. 
Goggles are carried in balance, 
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QUIK- SIL 


The Modern OIL 
ABSORBENT Yi 

Keeps OILY, GREASY FLOORS Dry! 
PROTECTS against FIRE H Ss oe: 
Safer footing for workers when 
you spread QUIK-SIL COM- 
POUND on oily, greasy floors 
with its quick drying, absorb- 
ing action. ng ee ae —— © 
trucking, too. Lengthensleath- 
er belting life. Non-inflam- Sonsered ty Va- 
mable! Harmless to shoe soles, ratories Inc., 
clothing, hands, floor surfaces. which is spon- 
Reduces floor cleaning costs. sored by National 


2 RE t SAM P LE Sossvectsece 
sent on request for PROOF - CONVINCING Test. 


TROJAN PRODUCTS DEPARTMENT 


The Diversey Corporation 
53 W. Jackson Bivd., Dept. 0H5, Chicago 4. 
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without pressure on the nose or face, 
on sturdy hanger arms, and are held 
in position by tension lock washer 
and finger nut. Goggles can be moved 
up or down, or stay wherever desired. 
Write the editor for full particulars. 


PLASTIC LOUPE—A light-weight 
plastic frame loupe with precision 
ground lenses providing a 2.5x magni- 
fication is announced by the American 
Optical Company, Southbridge, Mass., 


| for use of inspectors, die makers, or 


any field where magnification and 


) free use of the hands are desired. This 


loupe is adjustable for different facial 
contours and may be worn over 


| glasses. 





WORRIED WITH 
SNAGS, RIPS, 
ch TEARS? 


IT CAN'T 
HAPPEN 
HERE! 


That's why EDMONTS 
are replacing ordinary 
rubber gloves on 
rough, tough jobs. 
Fabric strengthens 
coating, won't stretch 
or weaken at wearing 
points. Soft inside— 
on and off easily—no 
tugging. 

Dip-coated with spe- 
cially compounded 
synthetic rubber. All advantages of 
natural rubber, plus resistance to oil 
and solvents. Liquid and acid-proof. 
Longer, safe wear. For men and 
women, gauntlet and knit wrist. Ask 
your jobber or write for information. 


RUBBER GLOVES 


= 


LOOK FOR 
THE FABRIC 
LINING 


MAAot mame 846 ws er OFF 


514 ORANGE ST. . . COSHOCTON, OHIO 
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All this... 
and Safety, too 


WITH 


JUSTRITE 


Justrite Safety Cans and Oily Waste 
Cans provide maximum protection 
at a minimum cost. Special features 
make them highly efficient and easy 
to handle. These proven qualifica- 
tions recommend Justrite as a sound 
investment in safety and service. 


Justrite Safety 

Gasoline Can 
For the safe handling and 
storing of flammable liq- 
uids. This Can features 
a non-drip lip, spring 
controlled cover which 
relieves excessive inside 
pressure and assures a 
steady even flow and an 
automatic closing cap which pre- 
vents leakage and evaporation. 
Sizes from 1-pint to 5 gallons. 

The Safety Can and the Oily Waste 
Can are approved for safety by Un- 
derwriters’ Laboratories and the 
Associated Factory Mutual Fire In- 
surance Companies. Your guarantee 
of Safety .. . Justrite. 


Justrite Oily Waste Can 

The approved container for dangerous, 
oily waste. No springs are 
used and the top closes au- 
tomatically. May be had with 
or without foot lever 0; - 
ener. The body is made of 
24-gauge, galvanized sheet 
steel double seamed and 
soldered. Availableina wide 
range of sizes. 


Ask your pos Be Distributor for 
complete details. 


JUSTRITE MANUFACTURING CO. 





2063 N. Southport Ave., Dept. C-3, Chicago ¥4, Ill, 
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LIGHT WEIGHT EYE SHIELD 
—A new plastic eye shield weighing 
less than an ounce, for use in semi- 
hazardous jobs, has been developed 





by the Willson Products, Inc. A sus- 
pension-lock frame holds the inter- 
changeable plastic lens and can be 
worn over glasses. The one size fits 
any type face because of the new 
nose rest. A note to the editor will 
bring more information. 


SALT TABLET DISPENSER— 
A 1500-tablet capacity molded bake- 
lite salt tablet dispenser offered by the 
Mine Safety Appliances Company, 
Pittsburgh, Pa., is highly resistant to 
fracture or breakage, corrosion- and 
moisture-proof. A fractional turn of 
the dispensing knob delivers one tab- 
let in a one-hand operation. 


DUST AND SPRAY HOODS— 
A new line of full vision dust and 
spray hoods equipped with U. S. 
Bureau of Mines approved respirators 
is announced by the Industrial Prod- 
ucts Company, Philadelphia, Pa. 5” 
x 9” plastic windows, heavy duty 
duck hoods, and a range of respirator 
types to cover a variety of conditions 
are featured. 
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DUST COLLECTING EQUIP- 
MENT—Announced by the Metalliz- 
ing Engineering Company, Long THE 
Island City, N.Y., is a complete line |} ‘ 
of wet dust collecting equipment for |}§ KEN 
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SEVEN GUIDANCE MANUALS | Ux pay, 
—tThe Elliott Service Company has ‘lean and pr 
seven manuals prepared for the us« 
of supervisors or for training supervi 
sors entitled: How to handle griev- | 
ances, Qualities of a good boss, How 
to correct workers, How to train ; 
workers quickly, How to cut waste, 4 m™ 
How to create job satisfaction, and 
How to get out more work. 

A sample set of the booklets will 
be sent without charge to executives 
who are in charge of 15 or more su- 
pervisors, or their training, and who 
so state in a written request on their 
company letterhead. 

An illustrated catalog is offered 
free by the Elliott Service Company. 
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SKIN CLEANSING TASK 





r dustrial skin cleanser of its type by mak 


ng your own qualitative chemical analysis 
Use Paxlanosav Heavy Duty to super 


tlean and protect the dirtiest hands 


fa 





|THE bl G44 7 COMBINATION FOR All 










Remarkable Paxlanosav Heavy Duty has Conta” j 
received spontaneous acceptance by the l qt ot /7 
workers in thousands of America’s largest \ G 
factories because it cleans so easily, so 
gently, yet imparts that invigorating feeling Of highest dermatological quality, Pax 
achieved only by thorough deep-pore cleans- Sulphonated Oil Skin Cleanser, formu 
ling and mild action on the skin. Formulated lated with the finest vegetable oils, and 
fe finest quality materials, with a pH as low , incorporating a generous quantity of rich 
yas ordinary drinking water, mildy alkaline A lanolin, fulfills every requirement for a 
}Pax Heavy Duty helps to prevent dermatitis \ a. mildly acid, non-alkaline, bland, efficient 
and other costly, dangerous, occupational soothing cleanser that will not defat the 
skin irritations skin. Made expressly for workers who 
| * mame ' - 
Pax Heavy Duty is impregnated with ex- { ; a se why cin = — } cae on ~ 
! > Paxlanosav blended emollient con ' ting, Irritating chemic Is, solvents on de 
pclusive AX | greasing compounds, Pax Sulphonated Oil 
taining lanolin, and several other important . J Be Skin Cleanser should be in every wash 
ingredients, to buffer the alkaline action of ‘a4, " room to combat and neutralize anv and 
the soap, and to keep skilled hands soft and — every skin-drying condition. and to assist 
Fupple by protecting nature’s own oils in the Tee; in the prevention of dermatitis and other 
#kin. It incorporates only the best grade spe / ees matey similar costly. danrerous skin irritations 
ially processed vegetable scrubber, and pro & mf 
Juces a rich creamlike cleansing lather and a - For all skin cleansing tasks in 
abundant suds so desired by every worker Sa . your plant, specify the right 
‘ompare Pax Heavy Duty with any other Mae a 


combination . . . Paxlanosav 
Heavy Duty Granulated and 
Pax Suiphonated Oil Skin 


Cleansers. 








When you purchase any 
Pax Product you also 
purchase the experi 
ence and ability of Pax 
Technicians acquired 
through 20 years of 
exhaustive research 
end development 


Nearly 20 years ago Pax pioneered by providing 
in Heavy Duty an ample measure of both thor 
ough cleansing and proper super-fatting with 
soothing emollient oils. Although others now pro- 
duce powdered industrial hand soaps containing 
emollients, a generation of research, develop- 
ment and experience still enables Pax to lead 
in offering unsurpassed quality in granulated 
sofety skin cleansers. 






G. H. PACKWOOD MFG. CO. 


1545-55 TOWER GROVE AVE ST. LOUIS 10, MO. 


TRADEMAME OF @. H. PACKWOOO MFG. CO 


Alec Wilson and his family are careful 
folks—at least they mean to be. Alec gor 
back from an afternoon’s shooting and 
carefully put his rifle on a high shelf. Mrs 
Wilson was careful too and when little 
Benny went out with his bow, she took 
his arrows away from him. But Benny was 


resourceful. He picked up a yard stick, put 





itin his bow and let fly at the back door. 
The yardstick went through the screen 
and hit the trigger of Alec’s gun. Bang 
went the gun and shot Benny’s little sister. 


Except for the names, this is a true story from 
the files of the National Safety Council. 


Unusual, spectacular accidents make the best stories, but the common 
place, everyday accidents make the most cripples. Foot accidents are nog 
unusual; they seldom make headlines. But about 60,000 of them happen 
in an average year. They can happen to any worker—any time. For the best 


protection against foot injuries, be careful and wear SAFETY FIRST Shoes 


Black, Heavy, Work-Shoe Leather 
Blucher. Double leather outsole, 


HEAVY OUTSIDE WORK rubber heel. Also available with 
composition outsole. Sizes 5 to 


11 and 12. Widths D, EE. 


UNION MADE 


HOLLISTON, MASSACHUSETTS 


Makers of Industrial Shoes for a Half Century 
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